AMERICAN SOCIETY FOR TESTING 

MATERIALS. 

ASTM-IP petroleum measurement tables. 
American ed.: United States units of 
measurement. ASTM designation: D 1250, 
IP designation: 200. Prepared jointly by 
American Society for Testing Materials 
[and] the Institute of Petroleum. [Com- 
panion editions cover the British (Imperial) 
and metric systems of measurement] 
Philadelphia, 1952 [i.e. 1953] 525 p. 


Library of Congress 6 (Cont'd. on next card) 
Copyright Office A90677 j fan 





AMERICAN SOCIETY FOR TESTING 
MATERIALS. 


ASTM-IP petroleum measurement tables. 
(Card 2) 


© American Society for Testing Materials; 
2Mar53; A90677. 


I. Institute of Petroleum, London. 


Library of Congress e 
Copyright Office 





CAN SOCIETY POR TESTING MATERIALS Kom 
ITM manual of en iGine test 0as 
for rating fuela. 1! 950 app aebiihs 
Pai ladelphia, i950. 27 Ds 

© 1Mar50;5 nakG7sb2. 
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American Society for Testing Materials. 


AMERICAN SOCIETY FOR TESTING 
MATERIALS. COMMITTEE D-2 ON 
PETROLEUM PRODUCTS AND LUBRI- 
CANTS. 

ASTM manual of engine test methods for 
rating fuels. Philadelphia, 1952, 342 p. 
illus. © American Society for Testing 
Materials; 26Nov52; A73031. 


I, American Society for Testing Materials. 


j/]e 
Library of Congress i/ 
Copyright Office 





American Society for Testing Materials. 


AMERICAN SOCIETY. FOR TESTING MATERIALS. 
COMMITTEE D-2 ON PETROLEUM PRODUCTS 
AND LUBRICANTS. 

ASTM manual on calibrating liquid 
containers: upright. tanks; meas- 
urement methods, tank capacity 
calculations. 90 p. © American 
pied ge) Testing Materials; 
31Mar543; A133859. ° 


I. American Society for Testing 
Materials. 


Library of Congress @ e /t. 


Copyright Office 





American Society for Testing Materials. 


AMERICAN SOCIETY FOR TESTING MATE- 
RIALS, COMMITTEE D-2 ON PETROLE- 
UM PRODUCTS AND LUBRICANTS. 

ASTM manual on measurement and samp- — 
ling of petroleum and petroleum products. 
[Prepared by Division II on Measurement 


and Sampling, of ASTM Committee D-2 on 
Petroleum Products and Lubricants] 
Philadelphia, 1950. 120p. illus. 

© American Society for Testing Materials; 
6Feb51 (in notice: 1950); A53283. 


APR - 6 1951 I, American Society 
Library of Congress a for Testing Materials. 


Copyright Office 
mds-r 





AMERICAN SOCIETY FOR TESTING MATERIALS ©, 
ASTM manual on quality control of 
materials, Prepared by ASTM 
Committee Eell, Philadelphia, 1951. 
127 pe, illus. (Its Special technical 
publication 15«C) © 16Mar5l; 
A5,090. 
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AMERICAN SOCLETY FOR TRSTING MATERIALS os 
AeSeTalle methods for chemnf.cal 

analysis of metals, 1950. Philadel« 
gts {2950} Spat Liluae 


sonowsOp AAL 





American society for testing materialse 
eee AeSeTeMe methods of chemical 
analysis ef metals. [196 book] phila- 

delphia, Pa., [19)6] 


© lSeph6é; American society for test- 
ing materials, Philadelphia, Pa.; A3886. 


I, Titleg Methods of chemical analysis 
of metals e 
57-08 


Libraty of Congress @... 90¢ thé 


Copyright Office 





AMERICAN SOCIETY POR TESTING NATERTALS ©, 
A.S.T24 Standards, tnoluding 
tentatives. 199, (A triennial 
publication) Pt, 2: a 
metels, Philadelphia [1950] 
110 pe, Lllus. © 
AA1N19276 


7Peb503 





AMERICAN SOCIETY FOR TESTING MATERIALS. 
ASTM standards, including tenta- 
tives, 1952. (A triennial pub- 
lication) Pt. k: Paint, naval 
stores, wood, fire tests, sand- 
wich constructions, building con- 
structions. Philadelphia 1952, 
1152 p. illus. © on additions & 
revisions; American Society for 
Testing Materials; \necS2; 

AA228595. 





AMERICAN SOCIETY FOR TESTING 

MATER IALS « 

ASTM standards, including tentatives. 
1954 supplement. Pt. 5; Fuels, 
petroleum, aromatic hydrocarbons, 
engine antifreezes. 292 p- 
© American Society for Testing 


Materials; 2iNovS5is; A165238. 





AMERICAN SOCIETY FOR TESTING MATERIALS. 
ASTM standards, including tentatives. 
1954 supplement. Pt. 7, Textiles, 
soap, water, paper, adhesives, 
shipping containers. 275 pe 
© American Society for Testing 
Materials; 120ctSi; A165239. 





“AA 30569 
American society for testing mteriale, 
A.S.T.M, standards on cenent (with related 
information) Philadelphia, 1946. 


©). 10=21=463 26 10029~463 American society for 
ing materials, Philadelphia; AA 30559. 
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AMERICAN SOCIETY FOR TRSTING MATERTALS. 
ASTM standerds 6n cement (with 
related information) prepared by 
ASTM Committee Cel on Cement. ' 
Philadelphia, 1952. 2h5 p. illus. 
© American Society for Testing 
Materials; 2lMay523 Aé6é7h6h. 





AMERICAN SOCIETY FOR TESTING MATERIALS. 
ASTM standards on cement, with ree 
lated information. Sponsored by 
May 195k. 
P © American Society for 
Testing Materials; 1)JunSh; 
A1h696l« 





AMERICAN Society for Testing Materi- 
als.© A. S. T. M. standards on 
cement (with related information) 
AA77754. SEE American Society for 
Testing Materials. Committee C-1l 
on Cement. 





AMERICAN SOCTETY FOR TESTING MATERIALS. 
AST stancardcs copper and copper 
illeyss Sponsored by ASTM Committee 
' { lelphia c19523 
° ‘2lus American Society 
for Testing Materials; laAprd2; 
AA2113016 





society for testing materials, 
fe standards on glass and glass 
Nove, 1946. © American society 
ting materials,., Philadelphia; 


\ 





AA 30560 


American society for testing mterials. 


AeS.T.M. standards on textile materials (with 
related information) Oct., 1946. Philadelphia, 
1946, — 


10#21-463 20 10=29=463; American society for 


testing materials, Philadelphia: AA 30560, 





AMERICAN SOCIETY FOR TESTING MATER- 
IALS 
A.S.T.M. standards on textile 
materials, with related informa- 
tion. October 198. Philadel- 


ps mS ie illus. 





AMERTCAN SOCIETY POR TESTING MATERIALS ©, 
AeSeTeMe standards on textile 
materials, with related information. 
Octe 1919%- Philadelphia [191;9] 
57k. pe» ilius. © 180cth93 
4A131055. 





= " 
BA 15166 American society for testing materials, 
claimant. 

American society for testing materials. Committee B-4 on 
electrical-heating, electrical-resistance, and electric-furnace 
alloys. 

A. S. T. M. standards on electrical-heating and resistance 

alloys (with related information) prepared by A. S. T. M. 

Committee B-4 on electrical-heating, electrical-resistance, and 

electric-furnace alloys .... April, 1946. Philadelphia, Pa., 

American society for testing materials ,1946, 

x, 173 p. illus., diagrs. 23™. 
“Calculation of electrical contacts under ideal conditions, by Erle I. 

Shobert 1”: p. 155-178. 

Includes bibliographies. 
1. Alloys—Testing. 2. Electric apparatus and appliances. 3, Radio— 

Apparatus and supplies. 4, Thermocouples. 1. Shobert, Erle 

Irwin, 1913-— Calcu- pane? ii vin) contacts under 


ideal conditions. 
Library of Congress sail c. 1 46-6657 
(2) 620.18 





© 5-13-16; 2 ¢ 5-23-63 American 
society for testing materials, Phila- 
delphia; AA 13186, 





American Society for Testing Materials. 


AMERICAN SOCIETY FOR TESTING MATERIALS. 
COMMITTEE D=2 ON PETROLEUM PRODUCTS 
AND LUBRICANTS. ‘ 
ASTM viscosity tables for kinematic 

viscosity conversions and viscosity 
index calculations [prepared by 
Section A of Research Division VII 
on Flow Properties of ASTM Commit+ 
tee D=2 on Petroleum Products and 
Lubricants] 56 pe. © American 
Society for Testing Materials; 


Library of Congres er” on next card. 


A103855. pif 





AMERICAN SOCIETY FOR TESTING MATERIALS. 
COMMITTEE D=2 ON PETROLEUM PRODUCTS 
AND LUBRICANTS......card 2. 

1Ju153; A103855. 


I. American Society for Testing 
Materials. 
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Library of Congress & 





AMERICAN SOCIETY FOR TESTING 

MATERIALS, 

Alphabetical and grouped numerical index 
of X-ray diffraction data. 1950 ed. 
Compiled under the auspices of the Joint 
Committee on Chemical Analysis by 
X-ray Diffraction Methods of the Ameri- 
can Society for Testing Materials, the 
American Crystallographic Association 
and the (British) Institute of Physics. 


A49448 yov 27 195° 


Library of Congress 
Copyright Office 3S (Cont, on next card) 





AMERICAN SOCIETY FOR TESTING 
MATERIALS. 
Alphabetical and grouped numerical index 
of X-ray diffraction data. 
Card 2. 


[Published in 1945 under title: Alpha- 


betical index of X-ray diffraction patterns] 
lv. (Its Special technical publication 

no. 48-B) © American Society for Test- 
ing Materials, Philadelphia; 1Novs0; 
A49448, 


brunet Chnarsek (Cont. on next card) 
Copyright Office 





AMERICAN SOCIETY FOR TESTING 
MATERIALS. 
Alphabetical and grouped numerical index 
of X-ray diffraction data. 
Card 3. A49448 


I. Joint Committee on Chemical Analysis by 
X-Ray Diffraction Methods. 


Library of Congress 
Copyright Office oe sh/ms 





AMERICAN SOCIETY FOR TESTING MATERIALS. 
Bibliographical abstracts of methods 
for analysis of synthetic deter=- 
gents. Prepared by ASTM Committee 
D-12, Subcommittee T-2 on Analysis 

of Synthetic Detergents, Rubin 


Bernstein, chairman. 15 p. 
© American Society for Testing 
Materials; 90ct53; A110853. 


I. Bernstein, Rubin. 


Library of Congress = iA 


Copyright Office 





American Society for Testing Materials, 


AMERICAN SOCIETY FOR TESTING 
MATERIALS. COMMITTEE B-4 ON 
ELECTRICAL-HEATING, RESISTANCE, 
AND RELATED ALLOYS, 
prreerelg Seng abstracts on electrical 


contacts, 1835-1951. Philadelphia [1952] 
258 p. ([American Society for Testing 
Materials] Special technical publication 
no. 56-G) © American Society for Testing 
Materials; 18Dec52; A74506. 


I, American Society for Testing 


Library of Congress & Materials. 
Copyright Office j nw 





AMERICAN SOCIETY FOR TESTING 
MATERIALS ©, Philadelphia, 
Bibliography and abstracts on 

electrical contacts. 196 
supplement. Technical publi-+- 
eation no. 56-0. 23 p. 

© 22Augh7; 4a61477. 





AMERICAN SOCIETY FOR TESTING MATERIALS 
Bibliography and abstracts on electri- 

eal contacts, 198 supplement. 
Prepared by Committee B-l, on electri« 
cal-heating, resistance, and re- 
lated alloys of the American Society 
for Testing Materials, 19 p. 
gis Technical Publication no. 56«E) 


63uih93 AA125383. 





ANERICAN SOCIETY FOR TESTING 

MATERIALS ©. 

Bibliography and abstracts on 
electrical contactes 19))9 suppl. 
Prepared by Committee Bel; on 
Blectrical Heating, Resistance, 
and Related Alloys of the American 
Society for Test Materials « 
Philadelphia [1950] 25 pe (Ite 
Technical publication no. 56«F) 
© 21Sep50; AA163356. 
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American Society for Testing Materials. 
AMERICAN SOCIETY FOR TESTING MATERIALS. 
COMMITTEE B-4 ON ELECTRICAL-HEATING, 
RESISTANCE, AND RELATED ALLOYS. 
Bibliography and abstracts on eiec- 
trical contacts. 1952 and 1953 
supplements. 75D. © American 


Society for Testing Materials; 
12Ju1543; A146734. 


I. American Society for Testing Mate- 
rials. 


Library of Congress & 
Copyright Office cr/ uv 





Al1725 
A67 
A3133 





American society for testing materials, 
[Boek of A.S,.T.M. standards, includ- 
ing tentatives] 195 supplement 
Philadelphia, 19l5<l6, 
Centents.-pt. 1. Metals,-pt. 2. Non- 
metallic materials - censtructional.- 
pt. 3. Nonmetallic materials - general, 


© pt. 1, 18Marhé, pt. 2, 28Dech5, 


Pte 3, 25Febli6; pt. 2, 2c 2Febli6; A1725, 
A67, A3133~ 


B eee ae So ; 
Library of Congress 4.0-107122 Rev. 
Copyright Office 


my A+ CnoerT PNY ou MrCmTr ws BMA 
AMERICAN Sol TESTING MA- 


TERTALS 
Book of A. S. T. MM. 
including tentatives. 19,7 suppl. 
Pt. l-A. Ferrous metals. Phila- 
delphia [1948] 405 p., illus. 
© 1Mar8; AA77753-~ 





AMERICAN SOCIETY FOR TESTING 
WATERIALS G 
Book of A.S.T.M. standards, ineluding 
tentatives. Pt. 2. Nonmetallic nee 
materials, meme tg 
suppl. Phi phia 7 
illus. © 23ank8 (in notice: Ube pe 
on revisions; 447,822. 





‘AMERICAN SOCIETY FOR TESTING 
| MATERIALS @. 
| Book of A.S.T.M. standards, including 


tentatives. Pt. 3-B. Nonmetallic 
materials. 197 suppl. Philadelé 
illus. 


hia [1947] 505 Pas 
GB sesenl an ve 23, or 





AMERICAN SOCIETY FOR TESTING MATERI- 


ALS | 

Book of A.S.T.M. standards, includ- 
ing tentatives, 1949. Pte k. 
Paint, naval stores, wood, ad-+ 
hesives, paper, shipping containe 
ers. Philadelphia [1950) 

128 B33 illus. © 13mMar50; 


AA 





woe SOCIETY POR TESTING MATER~ 


Book of A.S.T.M,. standards, includ« 
ing tentatives, 1949, Pt. 5. 
agg soaps, fuels, petrole~ 

aromatic hydrocarbons, water, 
Philadelp pis [ A 1697 pe,» 


illus, 93 AA137412. 





ANERICAN SOCINTY POR TESTING MATERTALS ©, 
Book of A, S, T. NM. standards, 
including tentativess 1919. 
Pt. 6, Electrical insulation, 
plastics, rubber, Philadelphia 
{1950} 137 pe, illus, © 29May50; 
AA152305 6 





AMERICAN SOCIETY POR TESTING MATERIALS @. 

Book of As Se Te Me standards, 
including tentatives. 19h9 4 
Pts 3% Cement , concrete, ceramics, 
thermal insulation, road materials, 
waterproofing, soilse Philadelphia 
(1950) 13) pe, illus. © 8May503 
AA151996.6 
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American society for testing materials. 
BoOoK of Ae Se Ta un 

including tentatives. (A triemial 

publication) 1946. Pts. 1-B, 2, 1A, 

3-A, 53-B. © American society for 

testing materials, Philadelphia; 

30Dech6, 3¥eb7, 18Mark7, Saprh7, 30Aprh7 5 

A7612, 7597, 11949, 12161, 12910. 





AMERICAN SOCIETY POR TESTING MATER- 
IALS ©. 
Book of A,S.T.li. standards, includ= 
ing tentatives. 191):8 supplement. 
Pte l-A, Perrous metalse Phile- 
delphie [1919] 261 pe, illus. 
© 2Feb!;9; AA110)),0. 





TY FOR TESTING MATERIALS @ 
AeSeTalie standards, including 
tentatives, 199. Pte 1, Ferrous 
metals. Philadelphia [1950] 
1372 De» illuse © 1)Apr5d; 


& MAY -1 1950 





AMERICAN SOCIETY FOR TEST'NG MATERIALS (©. 
Book of As Ss. Te We standards, includ- 
ing tentatives. 1950 supplement. 
Pt. 1. Ferrous retals. 16"ardl; 
AA178L 3}; 

Pt. 2. Non-ferrous metals. © 26Dec50; 
&A171796. 

Pts 34 Cement, concrete, ceramics, 
thermal insulation, road materials, 


Seseepreot ing. soils. © 6Jun5i; 

AA185 82 3s 

Pt. ls Paint, naval stores, wood, 
adhesives, paper, shipping con- 
tainers. © 15Feb51; AA176l:))3. 


See next cards 





Pt. 5« Textiles, soap, fuels, 
petroleum, aromatic hydrocarbons, 
antifreezes, water. | lMay5l; 
AA18,519. 

Pt. 6. Electrical insulation, 
plastics, rubber. © 2Feb51; 

AA1 7,842. 


AMERICAN SOCIETY FOR TESTING MATERIALS © 

Book of A. S. Te Me. standards, includ 
ing tentatives. @~ suppl. 
Card 2 





AMERICAN SOCIMTY POR TESTING 
MATERTALS « 
Book of A«S.TsiM. standards, J nclud- 
ing tentatives. 1951 supplement. 
© American Society for Testing 


Waterials. 





‘ous metals, 


notice: 1951); 
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AMERICAN SOCIETY FOR TESTING MATERIALS .©. 
Book of A,SeT.M. standards, including 
tentatives. 1951 supplerent. 





AMERICAN SOCIETY FOR TESTING VATER- 

IALS ©. 

Book of A,S.Tels Standards, includ} 
ing tentativeSe Pte 3-A, Non= 
metallic materials, fuels, petrol= 
eum, aromatic hydrocarbons, soaps, 
water, textiles. 1918 supplement. 
‘Philadelphia [1919] 09 pe, 


illus. © 27Janh93 AAi10BL6. 





AMERICAN SOCIETY POR TESTING MATER~ 

IALS Ge 

Book of A.S.T.'. standards, includ- 
ing tentatives. Pts 3=-B, Non- 
metallic materials, electrical 
insulation, plastics, rubber, 
paper, shipping containers, ad- 
hesivese 19h;8 supplement. Phile~ 
adelphia [1919] 350 pe, illus. 
© 2Febli9 3 AA1108);7. 





Pt. 5. Textiles, soap, fuels, 
petroleum, aromatic hydrocarbons, 
antifreezes, water. 19Dec51; 
AA208230. 


AMERICAN SOCIETY FOR TESTING MATERIALS ©. 
Book of A.S.T.M. standards, including 
tentatives. 1951 supplement. 





Pt. 6. Electrical insulation, 
plastics, rubber. © 6Dec51; 
AA208231. 


AMERICAN SOCIETY POR TESTING MATERIALS ©. 
Book of A»eS.T.M. standards, including 
tentatives. 1951 supplement. 





AMERICAN SOCIETY FOR TESTING. MATERIALS ©, 

Philadelphia. 

Bock of A. S. T. M. standards, in- 
cluding tentative standards. Part 
1-8, Non-ferrous metals. 19)7 
supplement. 319 pe, illus. 
© 18pecl;7; AA70930. 





AMERICAN SOCIETY POR TESTING MATERIALS. 
Book of As Ss Ts Me standards, includ- 
ing tentatives. 1951 supplement. 
Pte 2. WNon-ferrous metals. Phila- 
Gel phia £19523 346 Pe illus. 
© American Society for Testing 
Materials; 2lJanS523; AA204743. 


MAR 12 1952 





AMERICAN SOCIETY FOR TESTING MATERIALS. 
Book of Ae S» T. Ms standards, 

including tentatives.s 1951 
supplements Pte 3, Cement, con+- , 
crete, ceramics, thermal insulation, 
road materials, waterproofing, soils. 
Philadelphia c19523 265 p- 
© American Society for Testing 
Materials; lFeb52s; AA206165. 


MAR 24 192 





AMERICAN SOCIETY FOR TESTING MATERIALS. 
Book of As S. T. M. standards, includ- 

ing tentatives. 1951 supplement. 
Pt. 4. Paint, naval stores, wood, 
adhesives, paper, shipping contain- 
ers. Philadelphia cl9512 253 p- 
illus. © American Society for Test- 
— Materials; 9Jan52 (in notice: 
1951); AA2Ok 7h). 





AMERICAN SOCIETY FOR TESTING 

MATERIALS. 

Book of ASTM standards, including 
tentatives, 1952. Pt. 1. 
Perrous metals. Philadelphia 
{1953] 1572 pe illus. © on 
revisions; American Society for 
roots Materials; 18Feb53; 
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1. TITLE. 


°@ 





AMERICAN SOCIETY FOR TESTING MATERIALS. 

Book of ASTM standards, including 
tentatives, 1952. (A triennial 
publication) Pt. 2; Non-ferrous 

tals. Philadelphia 19532 

1527 pe. illus. © on additions & 
revisions; American Society for 
Testing Materials 5 13Jan53 {in 
notices 1952); a77h7k. 


6 Rey, 





AMBRICAN SOCIETY POR TESTING MATERIALS. 
Book of ASTM standards, including 
tentatives, 1952. (A triennial 
publication) Pt. 3. Cement, con- 
crete, ceranics, thermal insula- 
tion, road materials, waterproof= 
ing, soils. Philadelphia ©1953: 
163k p. illus. © on revisions & 
new matter; American Society for 
Testing Materials; 29May53; A93996. 





AMERICAN SOCIETY FOR TESTING MATERIALS. 

Book of ASTM standards, including 
tentatives, 1952. (A triennial 
publicetion) Pt. 5. Fuels, 
petroleum, aromatic hydrocarbons, 
engine antifreezes. Philadelphia 
11953] 1253 p. illus, © on 
revisions; American Society for 
Testing Materials; 26May53; 
484835. 





AMERICAN SOCIETY FOR TESTING MATERIALS. 
Book of ASTM standards, including 

tentatives, 1952. {A triennial 
publicatio Pt. 6: Rubber, 
plastics, eiectrical insulation. 
Philadelphia £19532 188 p. 
illus. © on revisions & new 
matter; American Society for Teste 
ing Materials; 20Apr53; a87l56,. 





AMERICAN SOCIETY FOR TESTING MATERIALS, 
Book of ASTM standards, including 

tentatives, 1952. (A triennial 
publication) Pt. 7. Textiles, 
soap, water, paper, adhesives, 
shipping containers. Philadelphia 
(19531 1334 pe illus. © on 
revisions; American Society for 
Testing Materials; 23Mar53; 
484836. 





AMBRICAN SOCIETY FOR TESTING 


MATERIALS « 
Book of ASTM standards ineluding 


tentatives, 1953. Pte 5- Fuels, 
petroleum, aromatic hydrocarbons, 
engine antifreezes.« 332 pe. 
© American sapoust for Testing 

> 


Materials; 16Peb A127032. 





AMERICAN SOCIETY FOR TESTING 

MATSRIALS « 

Book of ASTM standards, including 
tentativesg 1953 supplement, 
Pt. 1s Ferrous metals, 3 De 
© American Society for Testing 
Materials; 4MarS5lg A128593, 





AMERICAN SOCIETY FOR TESTING MATERIALS. 
Book of ASTM standards including 
tentatives, 1953 supplement. 
© American Society for Testing 
Materials. Part: 
No. 6. Rubber, plastics, 
electrical insulation. 
© 11Mer5h; A130056. 


@. 





AMERICAN SOCIETY POR TESTING 

MATERIALS « 

Book of ASTM standards, including 
tentatives. Pt. 3: Cement, 
concrete, ceramics, thermal 
insulation, road materials, 
waterproofing, soils. 1953 
supplement. 383 pe. © American 
Society for Testing Materials; 
L9Apr 3 A13567. 





AMERICAN SOCIETY FOR TESTING MATERIALS, 
Book of ASTM standards including 
tentatives, 1953 supplement. 
© American Society for Testing 
Materials. Part: 
‘No. 2. Nonferrous metals. 
© 31Dec53; Al22607. 





AMERICAN SOCIETY FOR TESTING MATERIALS. 
Book of ASTM standards including 
tentatives., 1953 supplement, 

© American Society for Testing 

Materials, Part: 

Wo. 4k. Paint, naval stores, wood, 
fire tests, sandwich construc- 
tions, building constructions, 
wax polishes. 
© 31Dec53; Al22608. 





AMERICAN SOCIETY FOR TESTING MATERIALS, 
Book of ASTM standards including 
tentatives., 1953 supplement, 

© American Society for Testing 

Materials, Part: 

No. 7s Textiles, soap, water, 
paper, adhesives, shipping con- 
tainers. 
© 31Dec53; Al22609. 





American Society for Testing Materials. 


GONNERMAN, HARRISON FREDERICK, 
Changes in characteristics of portland 
cement as exhibited by laboratory tests 
over the period 1904 to 1950, by H. F. 
Gonnerman and William Lerch. Presented 
at the fifty-fourth annual meeting, Ameri- 
can Society for Testing Materials, 


Atlantic City, N. J., June 21, 1951. 
Philadelphia [1952] 56 p. illus. 
([American Society for Testing Materials] 
Special technical publication no. 127) 


(cont, on next card) 
Library of Congress & 
Copyright Office A64821 /r 





GONNERMAN, HARRISON FREDERICK. 
Changes in characteristics of portland.., 
(Card 2) 


© American Society for Testing Materials; 
13Feb52; A64821, 


I, Lerch, William, joint author. 
II, American Society for Testing Materials. 


Library of Congress & 
Copyright Office / r 





AMERICAN SOCIETY FOR TESTING MATERIALS. 
Codes and instructions for 
Wyandotte-ASTM punched cards. 
Indexing spectral absorption 
datas Jans 1954. 26 p« 
© American Society for Testing 
Materials; 6MarS; A130058. 





AMERICAN SOCIETY FOR TESTING MATE- 
RIALS. 


Cumulative alphabetical and grouped 
numerical index of X-ray diffrac- 
tion data, including the fifth set 
of cards (1953) Compiled under 
the auspices of the Joint Commit- 
tee on Chemical Analysis by Powder 
Diffraction Methods of the Ameri- 
can Society for Testing Materials, 
the American Crystallographic 


(Cont'd. next ed.) 


Library of Congress 
Copyright Office A130055. si 





AMERICAN SOCIETY FOR TESTING MATE- 
RIALS. 
Cumulative alphabetical and grouped 
numerical index ... Card 2, 


Association, the (British) Insti- 


tute of Physics, and the National 
Association of Corrosion Engineers. 
© American Society for Testing 
Materials; 11Mar54; A130055. 


I. Joint Committee on Chemical Analy- 
sis by Powder Dif- 


Library of Congress fraction Methods. 
Copyright Office 47, 





American Society for Testing Materials. 


AMERICAN SOCIETY FOR TESTING MATE- 
RIALS. COMMITTEE A-10 ON IRON- 
CHROMIUM, IRON-CHROMIUM-NICKEL 
AND RELATED ALLOYS, 

Data on corrosion- and heat-resistant 
steels and alloys, wrought and cast, pre- 
pared by Russell Franks [and others] for 
A.S.T.M. Committee A-10 on Iron- 
Chromium, Iron-Chromium-Nickel, and 
Related Alloys with the cooperation of 
American Iron and Steel Institute and 


‘ 


(continued on next card) 
& AUG 8 1960 
A45533 egm/r 


Library of Congress 
Copyright Office 





AMERICAN SOCIETY FOR TESTING MATE- 
RIALS. COMMITTEE A-10 ON IRON- 
CHROMIUM, IRON-CHROMIUM-NICKEL 
AND RELATED ALLOYS. 

Data on corrosion- and... (Card 2) 


Alloy Casting Institute. [Represents in 
part an interim revision of the committee's 
Tables of data on chemical compositions, 
physical and mechanical properties of 
wrought corrosion-resisting and heat- 


& (continued on next 


card) 
A45533 egm-r 


Library of Congress 
Copyright Office 





AMERICAN SOCIETY FOR TESTING MATE- 
RIALS. COMMITTEE A-10 ON IRON- 
CHROMIUM, IRON-CHROMIUM-NICKEL 
AND RELATED ALLOYS. 

Data on corrosion- and... (Card 3) 


resisting chromium and chromium-nickel 
steels, published in 1942] 79 p. illus, 
([American Society for Testing Materials] 
Special technical publication no, 52-A) 

© American Society for Testing Materials, 
Philadelphia; 20Jun50; A45533. 
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AMERICAN SOCIETY FOR TESTING MATE- 
RIALS. COMMITTEE A-10 ON IRON- 
CHROMIUM, IRON-CHROMIUM-NICKEL 
AND RELATED ALLOYS. 

Data on corrosion- and,.. (Card 4) 


I. Franks, Russell. 
Il. American Society for Testing Materials, 


A45533 
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AMERICAN SOCIETY FOR TESTING 

MATERIALS, 

Fifty-year index to A.S.T.M. technical 
papers and reports, 1898-1950. Philadel- 
phia [1952] 207 p. © American Society 
for Testing Materials; 15Oct52; A72476. 


Library of Congress 
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American Society for Testing Materials. 


AMERICAN SOCIETY FOR TESTING MATERIALS. 
COMMITTEE D=-1 ON PAINT, VARNISH, 
LACQUER, AND RELATED PRODUCTS. 

Fifty years of paint testing: Commit= 
tee D-l; presented at the fiftieth 
annual meeting (fiftieth anniver- 
sary meeting) American Society for 
Testing Materials, New York, N. Y., 
June 24, 1952. 47 p. © American 
Society for Testing Materials; 
23Sep53; A108501. 
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American Society for Testing Materials. 
American Society for Testing Materials. Committee D-@ 
“on Petroleum Products and Lubricants. 

Forum on Diesel fuel oils, sponsored by Technical Com- 
mittee F of Committee D-2 on Petroleum Products and 
Lubricants, November 13, 1946, Chicago. Philadelphia, 
American Society for Testing Materials ,1947, 


vy, 388 p. 23cm. (American Society for Testing Materials. Tech- 
nical publication no. 71) 


1, Motor fuels. 2. Diesel motor. 1, Title: Diesel fuel oils, 
m. Series. 
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American society for testing materials. 
Index to tie literature on spectro<- — 
chemical analysis. Pert 2, 1940-1945. 

w American society for testing materials, 
Philadelphia; 1Mer7; AA\9y50. 





AMERICAN SOCIETY FOR TESTING MATERIALS, 
Index to the literature on spectro- 
chemical analysis, pt. III, 1946- 
1950, by Bourdon F. Scribner and 
William F. Meggers. Publication 
sponsored by Committee E-2 on 


Emission Spectroscopy. 226 p. 
© American pain 4 for Testing 
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Materials; 15Feb5 A126167. 


I. Seribner, Bourdon Francis, comp. 
II. Meggers, William Frederick, comp. 
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AMERICAN SOCIETY POR TESTING MATER~ 

IALS ©. 

Manvel of A.S.T.M. standards on 
refractory materials. Prepared by 
A.S.T.M. Committee C-8 on Refrace 
tories. Philadelphia, 1918. 
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AMERIGAN SOCIETY POR TESTING MATERIALS. 
Manuel of ASTM Standards on refractory 
materfals. Prepared by ASTM Comite 
tee O#8 on refractories, Philadel- 
phia, 1952. 294 pe illus. 
© American Society for Testing 
Materials; lAprS2; AA209968. 





American Society for Testing Materials. 


AMERICAN SOCIETY FOR TESTING MA- 
TERIALS. COMMITTEE E-9 ON FATIGUE 
Manual on fatigue testing. Philadelphia, 

1949. 82p. illus. ([American Society 
for Testing Materials] Special technical 
publication no. 91) © American Society 
for Testing Materials; 20Jan50; A40849. 
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American Society for Testing Materials. 


AMERICAN SOCIETY FOR TESTING 
MATERIALS. COMMITTEE D-19 ON 
INDUSTRIAL WATER. 

Manual on industrial water. Philadelphia 
[1953] 336 p. illus. (ASTM special 
technical publication no. 148) © American 


Society for Testing Materials; 30Mar53; 
A84861. 


I, American Society for Testing Materials. 
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HARRIS, JAY C. - 

Metal cleaning bibliographical abstracts. 
American Society for Testing 
s| Special technical publication 


no. 90) American Society for Testing 


Materials, Philadelphia; 26Sep49; A37097. 
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American Society for Testing Materials, 
HARRIS, JAY C. 

Metal cleaning bibliographical abstracts, 
1842-1951. Philadelphia [1953] 132 p. 
(Special technical publication, no. 90-B) 
© onrevisions & additions; American 
Society for Testing Materials; 15Apr53; 
A87382, 


I, American Society for Testing Materials. 
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Copyright Office 
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American Society for Testing Materials. 


AMERICAN SOCIETY FOR TESTING 
MATERIALS. COMMITTEE E-2 ON 
EMISSION SPECTROSCOPY. 

Methods for emission spectrochemical 
analysis. 309 p. © American 
Society for Testing Materials; 
70ct533; Al14122. 


I. American Society for Testing 
Materials. 
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American Society for Testing 
Materials. 
AMERICAN SOCIETY FOR TESTING MATERIE- 
- ALS. COMMITTEE D-2 ON PETROLEUM 
PRODUCTS AND LUBRICANTS. 
1948 appendix to A S T M manual of engine 
test methods for rating fuels. 17 p. 
illus, © American Society for Testing 


Materials, Philadelphia; 1Apr49; on 
révisions; A31950. 
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American Society for Testing Materials. 


HARRIS, JAY C, 
1950 supplement to the Metal cleaning 
bibliographical abstracts, 27 p. 
(Special technical publication no, 90-A) 
© American Society for Testing Materials, 
Philadelphia; 11Dec50; A50665, 


I, American Society for Testing Materials, 
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AMERICAN SOCIETY FOR TESTING MATERIALS. 
Numerical index of abstracted in«- 

frared spectra indexed on 
Wyandotte ASTM punched cards. 
Jans 1954. Compiled by members 
of ASTH, Committee E-13 on 
Absorption Spectroscopy and 
others under supervision of T. V- 
Parke. 32 pe © American Society 
for Testing Materials; 6Mar5i; 
A130057. 





AMERICAN SOCIETY FOR TESTING 

MATERIALS. 

Numerical list of abstracted 
ultraviolet spectra indexed on 
Wyandotte ASTM punched cards, 
SEE American Society for Testing 
Materials. Committee E13 on 
Absorption Spectroscopy. 





AMERICAN SOCIETY FOR TESTING MATE- 

RIALS, 

Paper and paperboard; characteristics, 
nomenclature, and significance of tests. 
Sponsored by ASTM Committee D-6 on 
Paper and Paper Products, [New rev. 
and expanded ed,] Philadelphia, 1951. 
126 p. illus, (Its Special technical pub- 
lication no, 60-A) © American Society 
for Testing Materials; 28Dec51; A63063. 
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AMERICAN SOCIETY FOR TESTING MATE- 

RIALS. 

Papers on evaluation of soaps and deter~- 
gents, presented at a meeting of Commit- 
tee D-12 on Soaps and Other Detergents, 
New York, N. Y., March 19-20, 1951. 
Philadelphia [1952] 58p. illus. (Its 
Special technical publication no. 115) 
© American Society for Testing Materials; 
1Feb52; A64121. 
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AMERICAN SOCIETY FOR TESTING 

MATERIALS. 

Papers on radiography. Presented at 
the fifty-second annual meeting, Atlantic 
City, N. J., June 27, 1949. [Sponsored 
by Committee E-7 on Non-destructive 
Testing] 95 p. illus. (Its Special 
technical publication, no, 96) © Ameri- 
can Society for Testing Materials, 
Philadelphia; 15Aug50; A46738. 
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AMERICAN SOCIETY FOR TESTING MATERIALS. 
Petroleum products as related to 
automotive equipment. Presented 
at a meeting in Detroit, October 
1947. [Papers by C. M. Larson 
and W. M. Holaday] ae Ds illus, 
© American Society for caer © 


Materials, Philadelphia; 1Mar 
A16387. 


I. Larson, Clifford M. 
II. Holaday, William Marion. 
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American society for testing materials. 
eee Proceedings, v. 5. 1945, Com: 
mittee reports, technical papezs Phila- 

delphia, [196] 


© 15Junlh6; American society fur 
testing materials, Philadephia, 44525 
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American society for testing materials. 
Proceedings. v. 6, 196. Committee 
reports, technical papers. Philadelphia 
[19,7] 
ix, 1629 p. ‘illus. 2hom, 


© American society for testing 
materials, Philadelphia; 18Ju1)7;3 
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AMERICAN SOCIETY FOR TESTING MATER} 
TIALS ©. 
Proceedings. Vol. 1:7, 19:7. 

Committee reports, technical 
papers. Philadelphia [19,8] 

- 1197 pe; illus. © 12Apri8; 

448177. 





ARERICAN SOCi! STY FOR TESTING 
BATURIALS wwe 
Proceedings. Vol. 48, 1948. 
Philadelphia [1949 ) 1354 p-, 
illus. & 20Mary93 AAL1‘ 208K, 





AMERICAN SOCIETY FOR TESTING MATERIALS. 
Proceedingss« Vole Sil, 1951+ 
Committee reports, technical paperse 
Philadelphia cl19%a 1322 pe illus. 
© American Society for Testing 
Materials; 2May52; AA2131936 





AMERIGAN SOCIETY FOR TESTING MATERIALS. 
Proceedings, Vol. 52, 1952, Com- 
mittee reports, technical papers. 
1309 p. © American Society for 
Testing Materials; 23Jun53; A97950. 





AMERICAN SOCIETY FOR TESTING MATE- 

RIALS. 

Procedures for testing soils; nomenclature 
and definitions, standard methods [and] 
suggested methods. 418p. illus. 
© American Society for Testing Materials, 
Philadelphia; 28Aug50; A47423. 
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AMERICAN SOCIETY FOR TESTING MATERIALS ©, 
Proceedings. Vol. ho, 1919.4 
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Committee reports, technical 
paperss Philadelphia [1950] 
12h0 p.,'illuse © 8May50; 
AA151770.6 





AVERICAN SOCIETY FOR ?RS?TIrNG  NASERE Ate co 
Prececdings. Vol.» 30, 1950 
Committes reports, techn. cal 


aperps Philadelphia 1008 
190 oe illus. ie 
AAi8),520, 
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AMERICAN SOCIETY FOR TESTING 
MATERIALS. 
Proceedings, Vol. 53, 1953. 

Committee reports, technical 


papers. 1197 p.» © American 
Society for Testing Materials; 
29Apr5h3 A136135. 





American Society for Testing Materials. 
American Society for Testing Materials. Committee E-2 on 

Spectrochemical Analysis. 

Report on standard samples for spectrochemical analysis, 
1947, compiled by A. S. T. M. Committee E-2, Subcommittee 1v 
on Standards and Pure Materials. Philadelphia ,1947, 

v, 23 p. tables. 23 cm. (American Society for Testing Materials. 
Technical publication no, 41-B) 

Follows the general form of the Report on standard samples for 
spectographic analysis, by W. R. Brode and B. F. Scribner, issued by 
the A. S. T. M. in 1944, except that the material is restricted to standard 
samples and lists of analytical line pairs are omitted. 

© revisions, 16May47; {American Society for Testing Mate- 
rials; AA53543. Bei i 
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AMERICAN SOCIETY FOR TESTING MaTERTALS ©, 
Report on standard samples for | 
spectrochemical analysia, ed f 
Philade a [1950] 321 pe (I 
Technical publication no-« 

© 13Nov503 AAL6713. 
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American Society for Testing Materials. 


SIMMONS, WARD F. 

Report on the elevated-temperature 
properties of chromium-molybdenum 
steels. Data compiled by and 
issued under the auspices of the 
Data and Publications Panel of the 
ASTM-ASME Joint Committee on Effect 
of Temperature on the Properties of 
Metals. Prepared for the panel by 
Ward F. Simmons and Howard C. Cross. 
208 p. © American Society for 
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SIMMONS, WARD F. 
Report on the elevated-temperature 


properties of chromium-molybdenum. 
Card 2. 


Testing Materials; 4Nov53; 
A114161. 


I. Cross, Howard Clinton, joint 
author. II. Joint Committee on Effect 
of Temperature on the Properties of 
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SIMMONS, WARD F. 
Report on the elevated-temperature 
properties of chromium=molybdenum. 
Card 3. 


Metals. III. American Society for 


Testing Materials. 
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American Soctety for Testing Materials. 


SIMMONS, WARD F., 

Report on the elevated-temperature 
properties of selected super- 
strength alloys. Data compiled by 

-and issued under the auspices of 
the Data and Publications Panel of 
the ASTM-ASME Joint Committee on 
Effect of Temperature on the 
Properties of Metals. Prepared 
for the panel by Ward F. Simmons 
and Howard C. Cross. 208 p. 
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SIMMONS, WARD F. 
Report on the elevated-temperature 
properties of selected ... 
(Card 2) 


© American Society for Testing 
Materials; 22Sep543; A155315. 


I. Cross, Howard Clinton, joint 
author. II. Joint Committee on Effect 
of Temperature on the Properties of 
Metals. III. American Society for 
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American Society for Testing Materials. 


SIMMONS, WARD F. 

Report on the elevated-temperature 
properties of stainless steels, issued 
under the auspices of the Data and Publi- 
cations Panel of the ASTM-ASME Joint 
Committee on Effect of Temperature on 


the Properties of Metals, prepared by 
Ward F. Simmons and Howard C. Cross. 
Philadelphia [1952] 116 p. ([American 
Society for Testing Materials] Special 
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SIMMONS, WARD F., 
Report on the... (Card 2) 


technical publication no, 124) © Ameri- 
can Society for Testing Materials; 
4Feb52; A65260. 


I, Cross, Howard Clinton, joint author. 
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American Society for Testing Materials. 


MILLER, RICHARD FRANKLIN. 

Report on the strength of wrought steels 
at elevated temperatures, prepared by 
R. F. Miller and J. J. Heger. Issued 
under the auspices of the A.S. T. M. - 
A.S.M.E. Joint Committee on Effect of 
Temperature on the Properties of Metals. 
109 p. illus. ([American Society for 
Testing Materials] Special technical 
publication no. 100) © American Society 
for Testing Materials, Philadelphia; 
5 May50; A44092. 
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I. Heger, James J., joint author. 
Il. American Society for Testing Materials. 
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American Society for Testing Materials. 


AMERICAN SOCIETY FOR TESTING 
MATERIALS, COMMITTEE D-15 ON 
ENGINE ANTIFREEZES, 

Selection and use of engine anti- 
freezes. Philadelphia, 1952. 15 p. 
illus. © American Society for Testing 
Materials; 19Sep52; A70836, 
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American Society for Testing Materials. 
American Standards Association. Sectional Committee on 
Specifications for Plastering. Standard specifications for 
gypsum plastering ... °1947. (Card 2) 


1, Plastering. 2. Gypsum. 1. American Institute of Architects. 
qm. American Society for Testing 1 Materials. 


TH8137. G8A5 1947 693.6 47-7735* 

© revisions, 13Mar47; American Society for Testing Mate- 
rials, Philadelphia, & American Institute of Architects, Wash- 
ington; AA55063. 
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American Standards Association. Sectional Committee on 

Specifications for Plastering. 

Standard specifications for gypsum plastering, including re- 
quirements for lathing and furring; approved as American 
standard by the American Standards Association, September 
26, 1946. ,~New York, °1947. 


14 p. 28 cm. 


At head of title: ASA A42,1-1946. 

Prepared by the Sectional Committee on Specifications for Plastering 
under the sponsorship of the American Institute of Architects and the 
American Society for Testing Materials. 
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American Society for Testing Materials. 
American Standards Association. Sectional Committee on 

Specifications for Plastering. 

Standard specifications for portland cement stucco and port- 
land cement plastering, including requirements for lathing and 
furring; approved as American standard by the American 
Standards Association, September 26, 1946. New York, °1947. 


18 p. 28cm. 


At head of title: ASA A42.2-1946, A42.3-1946. 
Prepared by the Sectional Committee on Specifications for Plastering 
under the sponsorship of the American Institute of Architects and the 


American Society for Testing Materials. 
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AMERICAN SOCIETY FOR TESTING MATER- 
IALS ©. 


Supplement to book of A.5,T. Me. ~ 
standaraés including tentatives. 
197. Pt. III-A. Nonmetallic 
materials, Philadelphia [19),8] 
437 ps, illus. ee on 
revisions; AA38948. 





AMERICAN SOCIETY FOR TESTING 
‘MATERIALS © 
Supplement to Book of A. Se Ts Me 
standards including tentatives, 
1948. 
Pt. 1+B, Nonferrous metals, 
© 3Jank9; AA10),531. 
Pt. 2, Nonmetallic materials- 
constructional. © 3Jan9; 
44104532. 





AMERICAN SOCIETY FOR TESTING MATE- 
RIALS. 
Symposium on accelerated durability testing 
of bituminous materials. Presented at 
the fifty-second annual meeting, Atlantic 
City, N. J., June 30 and July 1, 1949. 


181 p. illus. (Its Special technical 
publication, no. 94) © American Society 
for Testing Materials, Philadelphia; 
10Apr50; A42771. 
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AMERICAN SOCIETY FOR TESTING 

MATERIALS, 

Symposium on acoustical materials, 
presented at the fifty-fourth annual 
meeting, American Society for Testing 
Materials, Atlantic City, N. J., June 22, ° 


1951, Philadelphia [1952] 35 p. illus. 
(Its Special technical publication no. 123) 
© American Society for Testing 
Materials; 9Sep52; A70483. 
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AMERICAN SOCIETY FOR TESTING 

MATERIALS, 

Symposium on aging of rubbers; Chicago 
spring meeting, March 2, 1949, 72 p. 
illus. (Its Special technical publication 
no. 89) © The American Society for 
re | Materials, Philadelphia; 14Jun49; 


Library of Congress 
Copyright Office 





AMERICAN SOCIETY FOR TESTING 

MATERIALS. 

Symposium on application of statistics. 
Presented at the First Pacific Area 
national meeting, San Francisco, Calif., 
October 11, 1949. 36p. illus. (Its 
Special technical publication, no. 103) 
© American Society for Testing Materials, 
Philadelphia; 10Aug50; A46739. 


Library of Congress 
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American society for testing materials. 


Symposium on atmospheric exposure tests on non-ferrous 
metals, Pittsburgh spring meeting, American society for test- 
ing materials, February 27, 1946. Philadelphia, Pa., American 
society for testing materials ,1946, 

3 p. 1., 145 p. incl. illus., tables, diagrs. 23™. 

“Sponsored by A. S. T. M. Committee B-3 on corrosion of non-ferrous 
metals and alloys.”—Foreword. 

Bibliographical foot-notes. “References” at end of two of the papers. 

1. Corrosion and anti-corrosives. I. Title: Atmospheric exposure 
tests on non-ferrous metals. 


TA462.A45 620.1122 47-2249 
© 18Dec46 ; 2c 23Dec46; publisher; AA32285. 
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AMERICAN SOCIETY FOR TESTING MATE- 
RIALS. 
Symposium on bulk sampling; presented at 

the fifty-fourth annual meeting, American 
Society for Testing Materials, Atlantic 
City, N. J., June 18, 1951. [Sponsored by 


Committee E-11 on Quality Control of 
Materials] Philadelphia [1952] 65 p. 
illus. (Its Special technical publication 
no. 114) © American Society for Testing 
Materials; 4Feb52; A64122, 
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AMERICAN SOCIETY FOR TESTING 

MATERIALS. 

Symposium on chemical analysis of 
inorganic solids by means of the 
mass spectrometer; presented at 
meeting of Committee E=-2 on Emis= 
Sion Spectroscopy, Atlantic City, 
N. Jo, June 20, 1951. 35 p. 
© American Society for Testing 
Materials; 21Aug53; A103618. 
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AMERICAN SOCIETY FOR TESTING 
MATERIALS. | 
Symposium on conditioning and 
weathering; presented at the 
fifty-fifth annual meeting (fif- 
tieth anniversary meeting) Ameri- 


can Society for Testing Materials, 
New York, N. Y., June 24, 1952. 
98 p. © American Society for 
Testing Materials; 12Jumn533 
A99T73. 
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AMERICAN SOCIETY FOR TESTING 

MATERIALS, 

Symposium on consolidation testing of 
soils, presented at the fifty-fourth 
annual meeting, American Society for 
Testing Materials, Atlantic City, N. J., 


June 18, 1951. Philadelphia [1952] 
109 p. illus. (Its Special technical 
publication no. 126) © American 
Society for Testing Materials; 4Sep52; 
A70143, 
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AMERICAN SOCIETY FOR TESTING MATERIALS. 
Symposium on continuous analysis of 
industrial water and industrial 
waste water, presented at the fif- 
ty=fifth annual meeting (fiftieth 
anniversary meeting) American So- 


ciety for Testing Materials, New 
York, N. Y., June 24, 1952. 54 p. 
© American Society for Testing 
Materials; 2Ju1533; A101190. 
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AMERICAN SOCIETY FOR TESTING MATE- 

RIALS. 

Symposium on corrosion of materials at 
elevated temperatures. Presented at the 
53d annual meeting, American Society for 
Testing Materials, Atlantic City, N. J., 
June 26, 1950. 121 p. illus. (Its 
Special technical publication, no. 108) 
© American Society for Testing Materials, 
Philadelphia; 13Mar51; A53533. 


Library of Congress & jb/r MAY 22 1951 


Copyright Office 





AMERICAN SOCIETY FOR TESTING MATE- 

RIALS. 

Symposium on deformation of metals as 
related to forming and service. Presented 
at the fifty-first annual meeting, American 
Society for Testing Materials, Detroit, 
Mich.,, June 22, 1948. 117p. illus. 
uts Special technical publication no. 87) 

American Society for Testing Materials, 
Philadelphia; 5May49; A32710. : 
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Copyright Office 


egm/ mb 





AMERICAN SOCIETY FOR TESTING 

MATERIALS. 

Symposium on determination of elastic 
constants, presented at the fifty-fifth 
annual meeting (fiftieth anniversary meet- 
ing) American Society for Testing Mate- 


rials, New York, N. Y., June 25, 1952. 
Philadelphia [1952] 100p. illus. (its 
Special technical publication no, 129) 

© American Society for Testing Materials; 
10Dec52; A74089, 
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American Society for Testing Materials. 


AMERICAN SOCIETY FOR TESTING MATERI- 
ALS. COMMITTEE D-2 ON PETROLEUM 
PRODUCTS AND LUBRICANTS. 

Symposium on diesel fuels. Presented 
at meeting of Committee D-2 on 
Petroleum Products and Lubricants, 
Philadelphia, Pa., February 17; 
1954. 50'p. © American Society 
for Testing Materials; 40ct54; 
A157743. 


I. American Society for Testing 
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AMERICAN SOCIETY FOR TESTING 

MATERIALS, 

Symposium on direct shear testing of soils; 
presented at the fifty-fifth annual meeting 
(fiftieth anniversary meeting) American 
Society for Testing Materials, New York 


City, N. Y., June 26, 1952. Philadelphia 
[1953] 87 p. illus. (Its Special 
technical publication no. 131) © American 
Society for Testing Materials; 27Mar53; 
A84860. 
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AMERICAN SOCIETY FOR TESTING MATE- 

RIALS. 

Symposium on dynamic stress determina- 
tions; presented at the Pacific area 
national meeting, American Society for 
Testing Materials, San Francisco, Cali- 


fornia, October 11, 1949. 61p. illus. 
(Its Special technical publication no. 104) 
© American Society for Testing Materials, 


Philadelphia; 30Jun50; A45455. | ; 
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AMERICAN SOCIETY FOR TESTING MATE- 

RIALS, 

Symposium on dynamic testing of 
soils, presented at the fifty- 
sixth annual meeting, American 
Society for Testing Materials, 
Atlantic City, N. J.; July 2, 
1953. 261 p. © American Society 
for Testing Materials; 24Aug54; 
A151545. 
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AMERICAN SOCIETY FOR TESTING MATERIALS. 
Symposium on effect of temperature 

on the brittle behavior of metals 
with particular reference to low 
temperatures; presented at the 
fifty-sixth annual meeting Ameri- 
can Society for Testing Materials, 
Atlantic City, N. J., June 28-30, 
1953. 474 p. © American Society 
for Testing Materials; 4Nov54; 
A161860. 
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AMERICAN SOCIETY FOR TESTING MA- 

TERIALS. 

Symposium on effects of low temperatures 
on the properties of materials, presented 
at a meeting of the Philadelphia District, 
American Society for Testing Materials, 
March 19, 1946, Philadelphia, Pa. 


Papers reviewed by authors, in October, 

1949, prior to publication. 62 p. illus. 
(Its Special technical publication, no. 78) 
© American Society for Testing Materials 
Philadelphia; 24Jan50; A40505, 
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AMERICAN SOCIETY FOR TESTING MATE- 

RIALS. 

Symposium on evaluation tests for stainless 
steels, presented at the fifty-second 
annual meeting, American Society for 
Testing Materials, Atlantic City, June 30, 


1949. 231p. illus. (Its Special tech- 
nical publication no. 93) © American 
Society for Testing Materials, Philadel- 
hia; 30Jun50; A45453. nat 
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AMERICAN SOCIETY FOR TESTING MATERIALS. . 
Symposium on exchange phenomena in 
soils, presented at the fifty-fifth 
annual meeting (fiftieth anniver- 
sary meeting) American Society for 
Testing Materials, New York, N. Y., 
June 27, 1952. [Sponsored by Sub= 


committee R+6 on Physico-chemical 
Properties of Soils of Committee 
D-18 on Soils for Engineering 
Purposes] 74 p. © American 


Library of Congress Cont'd..on next cd. 
Copyright Office A97160 ie ; Sic 





AMERICAN SOCIETY FOR TESTING MATERIALS.» 
Symposium on exchange phenomena in 
soils. Card 2, 


Society for Testing Materials; 
24Jun53; A97160. 


Library of Congress 
Copyright Office 





AMERICAN SOCIETY FOR TESTING 

MATERIALS. 

Symposium on fatigue, with emphasis on 
Statistical approach, II; presented at the 
fifty-fifth annual meeting (fiftieth anniver- 
sary meeting) American Society for Test- 


ing Materials, New York, N. Y., June 24, 
1952. Philadelphia [1953] 91p. illus. 
(Its Special technical publication no. 137) 
© American Society for Testing Materials; 
27Mar53; A84859. 


Library of Congress ¢} if- 
Copyright Office 





AMERICAN SOCIETY FOR TESTING MATE- 

RIALS. 

Symposium on flame photometry; presented 
at the fifty-fourth annual meeting, Ameri- 
can Society for Testing Materials, 
Atlantic City, N. J., June 19, 1951. 
[Sponsored by Committee C-1 on Cement 
and Committee D-2 on Petroleum Prod- 
ucts and Lubricants] Philadelphia [1952] 
120 p. illus. (Its Special technical 


(cont. on next card) 


Library of Congress 
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AMERICAN SOCIETY FOR TESTING MATE- 
RIALS. 
Symposium on flame... (Card 2) 


publication, no. 116) © American Society 
for Testing Materials; 2May52; A66898. 


Library of Congress 
Copyright Office 





AMERICAN SOCIETY FOR TESTING MATERIALS, 
aia cntrindeoe on fluorescent X-ray spec- 

trographic analysis; presented at 
the fifty-sixth annual meeting, 
American Society for Testing Ma- 
terials, Atlantic City, N. Jd., 
June 29, 1953. 68 p. © American 
osharsk; for Testing Materials; 
23Mar543 A131628,. 


Library of Congress & r np 


Copyright Office 





AMERICAN SOCIETY FOR TESTING MATERIALS. 
Symposium on fretting corrosion; 

presented at the fifty-fifth 
annual meeting (fifieth anniver~ 
sary meeting) American Society for 
Testing Materials, New York, N. Y., 
June 25, 1952. 3h Pp. © American . 
Society for Testing Materials; 
120¢ct533 A110852. 


Library of Congress & jA- 


Copyright Office 





AMERICAN SOCIETY FOR TESTING 

MATERIALS. ; 

Symposium or functional tests for ball 
bearing greases. Presented at the 
fifty-first annual meeting, American 
Society for Testing Materials, Detroit, 
Mich., June 23, 1948. [Sponsored by 
Technical Committee G on Lubricating 
Grease of Committee D-2 on Petroleum 
Products and Lubricants] 103 p. illus. 
(Its Special technical publication no. 84) 


Library of Congress Cont. on next card) 


Copyright Office 
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AMERICAN SOCIETY FOR TESTING 
MATERIALS. 
Symposium on functionaltestsfor ball 
bearing greases. (Card 2 


© American Society for Testing 
materials, Philadelphia; 2Feb49; 
A30825. 


Library of Congress 
Copyright Office & md/mb 





AMERICAN SOCIETY FOR TESTING MATE- 

RIALS. 

Symposium on high additive content oils; 
presented at the first Pacific area national 
meeting, American Society for Testing 
Materials, San Francisco, Calif., 
October 12, 1949. 63p. illus, (Its 
Special technical publication no. 102) 
© American Society for Testing Materials, 
Philadelphia; 30Jun50; A45454, 
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Library of Congress 
Copyright Office a vp/r 





American Society for esting Materials. 


AMERICAN SOCIETY FOR TESTING 
MATERIALS. COMMITTEE D-2 ON 
PETROLEUM PRODUCTS AND LUBRI- 
CANTS. 

Symposium on industrial gear lubricants; 
presented at a meeting of Technical 
Committee B of Committee D-2 on Pe- 
troleum Products and Lubricants, Amer- 
ican Society for Testing Materials, 

June 22, 1948, Detroit, Mich. 19 p. 
illus, (American Society for Testing 
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AMERICAN SOCIETY FOR TESTING 
MATERIALS. COMMITTEE D=2°0ON 
PETROLEUM PRODUCTS AND LUBRI- 
CANTS. 

Symposium on industrial gear lubricants. 
(Card 2) 


Materials. Technical publication no. 88) 
© American Society for Testing Materials, 
Philadelphia; 20May49. A33221, 


I. American Society“for Testing 
Library of Congress Materials. 
Copyright Office @ unb/mg 





AMERICAN SOCIETY FOR TESTING MATERIALS. 
~ Symposium on insulating oils, fifth 
series, presented at the fifty- 
fifth annual meeting ... New York, 

N. ¥., June 23, 1952. 5S p. 
© American Society for Testing 
Materials; 230ct53; A1115i,3. 


® 





AMERICAN SOCIETY FOR TESTING MATERIALS. 
Symposium on insulating oils, Sourth 
series, presented at a meeting of 
Committee D-9 on electrical ine 
sulating materials, Niagara Palls, 
Ontario, November 1951. philadel- 

phiea 19522 37 p. illus. (Its 
Special technical publication 
no. 135) © American Society for 
Testing Materials; 290ct5S2; 
AA22939).. 





AMERICAN SOCIETY FOR TESTING MATE- 

RIALS. 

Symposium on insulating oils, third series, 
presented at a meeting of Committee D-9 
on Electrical Insulating Materials, Wash- 
ington, D. C., March 23, 1949. 53 p. 
illus. (Its Special technical publication 
no. 95) © American Society for Testing 
Materials, Philadelphia; 21Dec49; A39807. 
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AMERICAN SOCIETY FOR TESTING MATERIALS. 
Symposium on lateral load tests on 

piles, presented at the fifty- 
sixth annual meeting, American 
Society for Testing Materials, : 
Atlantic City, N. J., July 1, 1953. 
LOL ps © American Society for 
. Testing Materials; 12Apr54; 
133858, 


Library of Congress oa rf 


Copyright Office 





AMERICAN SOCIETY FOR TESTING MATERI- 

ALS. 

Symposium on light microscopy; pre- 
sented at the fifty-fifth annual 
meeting (fiftieth anniversary meet= 
ing) American Society for Testing 


Materials, New York, N. Y., 

June 25, 1952. 126 p. © Ameri- 
-.can Society for Testing Materials; 

4Dec53; A120720. 


Lfw 
Library of Congress & / 


Copyright Office 





AMERICAN SOCIETY FOR TESTING MATERIALS. 
Symposium on load tests of bearing 
capacity of soils. Fiftieth annual 
meeting, American Society for Test- 
ing Materials, Atlantic City, N. 
J., June 16-20, 1947. 148 p. 
illus. (Its Special technical 
publication no. 79) © American 
Society for Testing Materials, 
Philadelphia; 2Jun48; A23304. 


Library of Congress 7 br/ Dp. P10 
Copyright Office 





American Society for Testing Materials. 


AMERICAN SOCIETY FOR TESTING MATE- 
RIALS. COMMITTEE D-2 ON PETROLEUM 
PRODUCTS AND LUBRICANTS. 

Symposium on lubrication of high-speed 
turbine gear equipment. Presented at 
a meeting of Technical Committee C 
of Committee D-2 on Petroleum Prod- 


ucts and Lubricants, February 14, 
1949, Washington, D.C. 27p. illus. 
(Technical Publication no. 92 
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Copyright Office 
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AMERICAN SOCIETY FOR TESTING MATE- 
RIALS, COMMITTEE D-2 ON PETROLEUM 
PRODUCTS AND LUBRICANTS, 

Symposium on lubrication... (Card 2) 


© American Society for Testing Materials, 
Philadelphia; 30ct49; A3'7098. 


I, American Society for Testing Materials. 


Library of Congress 


Copyright Office & lw g/ r 





American society for testing materials. 

Symposium on magnetic particle testing, Philadelphia dis- 
trict meeting, American society for testing materials, January 
22, 1945 ... Philadelphia, Pa., American society for testing 
materials ,1945, 


v, 122 p. illus., diagrs. 238™. 


© 12-26-15; 2c 1-2-6; Philadelphia; 


AA 572. 


1. Magnetic testing. 2. Engineering inspection. 1. Title: Magnetic 


particle testing. 
: 46-5027 
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AMERICAN SOCIETY FOR TESTING 

MATERIALS. 

Symposium on magnetic testing, 1948; 
presented at the fifty-first annual 
meeting, Detroit, Mich., June 22, 1948, 
198 p. illus. (Its Special technical 
publication no. 85) American 
Society for Testing Materials, Phila- 
delphia; 9Jun49; A34260. . 


Library of Congress 
Copyright Office 


md/mb 
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American Society for testing materials. 
Symposium on materials for gas tur- 
bines; forty-ninth mnual meeting Amer- 
ican society for testing tet de 

Buffalo, N. Y., June 2-28, 19,6. 


Philadelphia, American society for test- 
ing materials [c196] 
¥;.299. ps illus. 25° ome 
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AMERICAN SOCIETY FOR TESTING MATE- 

RIALS, 

Symposium on measurement of consumer 
wants; presented at the fifty-fourth annual 
meeting, American Society for Testing 
Materials, Atlantic City, N. J., June 21, 


1951. [Arranged for the Administrative 
Committee on Ultimate Consumer Goods] 
Philadelphia [1952] 61p. (Its Special 
technical publication no. 117) © Ameri- 
can Society for Testing Materials; 
28Aug52; A69746. 


Library of Congress 
Copyright Office / r 





AMERICAN SOCIETY FOR TESTING MATE- 

RIALS. 

Symposium on metallography in color, 
1948, presented at the fifty-first annual 
meeting, Detroit, Mich., June 21, 1948. 
[Sponsored by Subcommittee IV on Pho- 
tography of A. S. T. M. Committee E-4 on 
Metallography] 64p. illus. (Its 
Special technical publication no. 86) 
© American Society for Testing Materials, 
Philadelphia; 27Dec49; A40559. 


Copyright Office 


Library of Congress oe MAR 1 0 1950 
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AMERICAN SOCIETY FOR TESTING MATE- 

RIALS. 

Symposium on methods of measuring vis- 
cosity at high rates of shear; presented to 
the API Committee on Petroleum Products, 
Chicago, Ill., November 7, 1949, and to 
Research Division VII on Flow Properties, 
ASTM Committee D-2 on Petroleum 
Products and Lubricants, Washington, 

D, C., February 24, 1950. 47p. illus. 
(Its Special technical publication, powdid 1) 


Library of Congress (cont. on next card) 
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AMERICAN SOCIETY FOR TESTING MATE- 
RIALS, 
Symposium on methods... (Card 2) 


© American Society for Testing Materials, 
Philadelphia; 27Jul51; A57573. 


Library of Congress 
Copyright Office 





AMERICAN SOCIETY FOR TESTING MATE- 
RIALS. 


Symposium on mineral aggregates, 1948. 
Fifty-first annual meeting, American So- 
ciety for Testing Materials, Detroit, 
Mich., June 21-25, 1948. 233 p. illus. 
ge Special technical publication, no. 83) 

American Society for Testing Materials, 
Philadelphia; 10Nov48; A28968. 


Library of Congress & fn/r 


Copyright Office 





AMERICAN SOCIETY FOR TESTING MATERI=~ 

ALS. 

Symposium on non-destructive test=- 
ing; presented at the fifty-fifth 
annual meeting (fiftieth anni- 
versary meeting) American Society 


‘for Testing Materials, New York, 
N. Y., June 26, 1952. 98 p. 

© American Society for Testing 
Materials; 4Dec53; Al20721. 


Library of Congress a Ee 


Copyright Office 





American Society for Testing Materials. 

Symposium on pH measurement; forty-ninth annual meet- 
ing, American Society for Testing Materials, Buffalo, N. Y., 
June 24-28, 1946. Philadelphia 1947, 

vy, 79p. diagrs. 28 cm. (Jts Technical publication no. 73) 

“Sponsored by Technical Committee xm on Hydrogen Ion Determina- 


tions of A. S. T. M. Committee E-1 on Methods of Testing.” 
Includes “References.” 


1. Hydrogen-ion concentration. 1. Title: pH measurement. 
1, Series. 
QD561.A4 541.39 47-6694* 
© American Society for Testing Materials, Philadelphia; 
25Aug47; A15453. 


Library of Congress & 17) 





American society for testing materials. 

Symposium on oil procurement practices; forty-ninth an- 
nual meeting ... Buffalo, N. Y., June 24-28, 1946. Phila- 
delphia 1947, 

5383p. illus. 23". 

“Copyright, 1946.” 


1. Lubrication and lubricants. 1. Title: Oil procurement practices. 


TJ1077.A55 665.5 47-4488 


Brief cataloging 


Pub. 21Jan47; © American society for testing materials, 
Philadelphia; AA33278. 


Library of Congress © (4) 
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AMERICAN SOCIETY FOR TESTING 

MATERIALS. 

Symposium on paint and paint 
materials, 197; Philadelphia 
spring meeting, Feb. 25, 1917. 
515 ->, illus. (Its Special 
technical publication, no. 75) 
© American Society for Testing 
Materials, Philadelphia; 17Janl8; 
420996. 


Library of Congress & 
Copyright Cfice 





AMERICAN SOCIETY FOR TESTING MATE- 
RIALS, 

Symposium on plasticity and creep of 
metals, Presented at the first Pacific 
area national meeting, San Francisco, 
Calif,, October 10, 1949, 68p, illus, 


(Its Special technical publication no, 107) 
© American Society for Testing Materials, 
Philadelphia; 21Nov50; A49891, 


pEC 20 1050 
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AMERICAN SOCIETY FOR TESTING 

MATERIALS. 

Symposium on plastics testing, pres=- 
ent and future; presented at the 
fifty-fifth annual meeting (fif- 
tieth anniversary meeting 


American Society for Testing Ma= 
terials, New York, N. Y., June 26, 
1952. 71 pe © American Society 
for Testing Materials; 16Ju153; 
#103856. 


Library of Congress _ & pj 





AMERICAN SOCIETY FOR TESTING MATERIALS. 
Symposium on porcelain enamels and 

ceramic coatings as engineering 
materials; presented at the fifty- 
sixth annual meeting, American 
Society for Testing Materials, 
Atlantic City, N. J., July2, 1953. 
[Sponsored by Committee C-22 on 
Porcelain Enamel] 122 p,. 
© American Society for Testing 
Materials; 23Feb54; A127993. 


Library. of Congress ve) 1 |e 


Copyright Office 





AMERICAN SOCIETY FOR TESTING 

MATERIALS. 

Symposium on radioactivity, an in- 
troduction: radioisotopes, labora- 
tories, personnel, radiation, 
management problems, ASTM work. 


Presented at the fifty-sixth 
annual meeting, American Society 
for Texting Materials, Atlantic 
City, N. J., June 30, 1953. 46 p. 
© American Society for Testing 


Library of Congress cae oe eit next 
Copyright Office car SD Y/, 





AMERICAN SOCIETY FOR TESTING 
MATERTALS. 

Symposium on paicanistter. 
(Card 2) 


Materials; 290ct54; A160375. 


Library of Congress G 
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AMERICAN SOCIETY FOR TESTING MATE- 

RIALS, 

Symposium on rapid methods for the identi- 
fication of metals; presented at the fifty- 
second annual meeting, American Society 
for Testing Materials, Atlantic City, 


N. J., June 28, 1949, [Sponsored by 
ASTM Committee E-3 on Chemical 
Analysis of Metals] 77 p, illus, — (Its 
Special technical publication, no, 98) 

© American Society for Testing Materials, 
Philadelphia; 21Dec50; A50797, 


Library of Congress 


Copyright Office awm/ r 





AMERICAN SOCIETY FOR TESTING 

MATERIALS. 

Symposium on recent developments in the 
evaluation of natural rubber; presented 
at the fifty-fifth annual meeting (fiftieth 
anniversary meeting) New York, N. Y., 


June 26, 1952. Philadelphia [1953] 
lll p. illus. (Its Special technical 
publication, no. 136) © American Society 
for Testing Materials; 16Mar53; A83849. 


Library of Congress @ i 
Copyright Office 





American Society for Testing Materials. 

Symposium on rubber testing; fiftieth annual meeting, 
Atlantic City, N. J., June 16-20, 1947. Philadelphia ,1947, 

109 p. illus., diagrs. 23cm. (Jts Special technical publication no. 
74) 

“Sponsored by Committee D-11 on Rubber and Rubber-Like Ma- 
terials.” 

© American Society for Testing Materials;. 19Nov47; 
A19566. 


48-298" | 
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AMERICAN SOCIETY FOR TESTING MATERIALS. 
Symposium on spectroscopic light 
sources. Forty-ninth annval meeting, 
American Society for Testing Materi- 
als. Buffalo, N. Y., June 24-28, 
1906." TS pi Aldus. (Its Special 
technical publication no. 76) 
© American Society For Testing 
Materials, Philadelphia; 24Nov48; 
A27964. 


Library of Congress @ mds/p 


Copyright Office 





AMERICAN SOCIETY FOR TESTING MATE- 

RIALS. 

Symposium on statistical aspects of fatigue; 
presented at the fifty-fourth annual meet- 
ing, American Society for Testing Mate- 
rials, Atlantic City, N. J., June 19, 1951. 


[Sponsored by Committee E-9 on Fatigue] 
Philadelphia [1952] 64 p. illus. (Its 
Special technical publication, no. 121) 


(cont. on next card) 
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AMERICAN SOCIETY FOR TESTING MATE- 
RIALS. 
Symposium on statistical... (Card 2) 


© American Society for Testing Materials; 
23Apr52; A66899, 


Library of Congress 
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AMERICAN SOCIETY FOR TESTING 

MATERIALS, 

Symposium on statistical methods for the 
detergent laboratories; presented at a 
meeting of Committee D-12 on Soap and 
Other Detergents, New York, N. Y., 


March 18, 1952. Philadelphia [1953] 

38 p. illus. (Its Special technical publi- 
cation no, 139) © American Society for 
Testing Materials; 25Feb53; A80900. 


Library of Congress & iL 
Copyright Office 





AMERICAN SOCIETY FOR TESTING 

MATERIALS. 

Symposium on strength and ductility 
of metals at elevated temperatures, 
with particular reference to ef 
fects of notches and metallurgical 


changes; presented at the fifty= 
fifth annual meeting (fiftieth 
anniversary meeting) American 
Society for Testing Materials, New 
York, N. Y., June 23, 1952. [Spon= 
sored by the Joint ASTM=ASME 

Library of Congress Cont'd. on next card. 
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AMERICAN SOCIETY FOR TESTING 
. MATERIALS. 
Symposium on strength and ductility 
of metals at elevated temperatures. 
Card 2. 


Committee on Effect of Temperature 
on the Properties of Metals] 

249 p. © American Society for 
Testing Materials; 3Aug53; A101540. 


Library of Congress - bj 





American society for testing materials. 

Symposium on stress-corrosion cracking of metals, held at 
Philadelphia, Pa., November 29-30 and December 1, 1944, under 
the joint sponsorship of A. S. T. M. and A. I. M. E. Philadel- 
phia, Pa., Pub. jointly by American society for testing materials 
and Institute of metals division, American institute of mining 


and metallurgical engineers, New York, N. Y. ,1945, 

viii, 495 p. illus., diagrs, 237. 

“Errata” slip inserted. 

Bibliography at end of most of the papers. 

1. Corrosion and anti-corrosives. 1. American institute of mining 
and metallurgical engineers. Institute of metals division. uu. Title: 
Stress-corrosion cracking of metals. 
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AMERICAN SOCIETY FOR TESTING MATE- 

RIALS, 

Symposium on structural sandwich con- 
struction, presented at the fifty-fourth 
annual meeting, American Society for 
Testing Materials, Atlantic City, N. J., 
June 21, 1951. [Sponsored by Committee 


C-19 on Structural Sandwich Construc- 
tions] Philadelphia [1952] 114 p. illus. 
(Its Special technical publication no. 118) 
© American Society for Testing Materials; 
11Feb52; A64120. 
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AMERICAN SOCIETY FOR TESTING 

MATERIALS, 

Symposium on surface and subsurface 
reconnaissance; presented at the fifty- 
fourth annual meeting, American Society 
for Testing Materials, Atlantic City, 


N. J., June 19, 1951. [Sponsored by 
Committee D-18 on Soils for Engineering 
Purposes] Philadelphia [1952] 228 p. 
illus. (Its Special technical publication 
no, 122) © American Society for Testing 
Materials; 25Aug52; A69747. 


Library of Congress 
Copyright Office 





American Society for Testing Materials, 
Symposium on synthetic lubricants. Fiftieth annual 
meeting, American Society for Testing Materials, Atlantic 
City, N. J., June 16-20, 1947. Philadelphia ,1947, 


v, 33 p. illus. 23cm. (Jts Technical publication no. 77) 


Includes bibliographies. 


1. Lubrication and lubricants. I. Title: Synthetic lubricants. 
mm. Series. 

TJ1077.A57 621.89 48-236* 

© American Society for Testing Materials, Philadelphia ; 
TNov47 ; A18934. 


Library of Congress © 9} 





AMERICAN SOCIETY FOR TESTING MATERI- 
ALS. 
Symposium on techniques for electron 
-metallography; presented at the 
fifty-sixth annual meeting, Amer- 


ican cegfind 2 | for Testi Materi- 
als, Atlantic City, N. J., : 


June 30, 1953. [Sponsored by 
Committee E-4 on Metallography] 
144, p. © American Society for 
Testing Materials; 29Mar54; 
A132716. 


Library of Congress ee 
Copyright Office 
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AMERICAN SOCIETY FOR TESTING MATE- 

RIALS. 

Symposium on temperature stability 
of electrical insulating materials, 
presented at the fifty-seventh 
annual meeting, American Society 


for Testing Materials, Chicago, 
Illy, June 14, 1954. 136 p. 
© American Society for Testing 
Materials; 27Aug54; A151544. 


Library of Congress 
r/i- 





AMERICAN SOCIETY FOR TESTING 

MATERIALS. 

Symposium on testing adhesives for 
durability and permanence; presented at 
the fifty-fifth annual meeting (fiftieth 
anniversary meeting) American Society - 


for Testing Materials, New York, N. Y., 
June 26, 1952. Philadelphia [1953] 60 p. 
illus. (Its Special technical publication 
no. 138) © American Society for Testing 
Materials; 25Feb53; A80901, 


Library of Congress i/- 
Copyright Office 





AMERICAN SOCIETY FOR TESTING 

MATERIALS, 

Symposium on testing metal powders and 
metal powder products; presented at the 
Cleveland spring meeting, American 
Society for Testing Materials, March 5, 


1952, Philadelphia [1953] 87p. illus. 
(Its Special technical publication no. 140) 
© American Society for Testing Materials; 
25Feb53; A80902. 


Library of Congress 1 i/ 
Copyright Office . 





American society for testing materials. 


Symposium on testing of bearings; forty-ninth annual meet- 
ing ... Buffalo, N. Y., June 24-28, 1946. Philadelphia ,1947, 


65 p. illus. 23™. 


1. Bearings (Machinery )—Testing. 


TJ1061.A63 621.822 47-3176 
Brief cataloging 


© 13Feb47; American society for testing materials, Phila- 


delphia ; AA33190. 
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AMERICAN SOCIETY FOR TESTING MATE- 

RIALS. 

Symposium on testing of cast iron with 
SR-4 type of gage; presented at the fifty- 
second annual meeting, American Society 
for Testing Materials, Atlantic City, 

N. J., June 29, 1949. 92p. _ illus. 

(Its Special technical publication no, 97) 

© American Society for Testing Materials, 
Philadelphia; 14Mar50; AA145275. 
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American Society for Testing Materials. 

Symposium on testing of parts and assemblies, sponsored 
jointly by American Society for Testing Materials and Society 
for Experimental Stress Analysis; presented at the forty-ninth 
annual meeting, American Society for Testing Materials, Buf- 


lafo, N. Y., June 26, 1946. Philadelphia 1947, 
86 p. illus., diagrs. 23™. (Jts Technical publication no. 72) 
“References” at end of some of the papers. 


1. Machinery—Testing. 2. Machinery—Design. 3. Metals—Fatigue. 
1. Society for Experimental Stress Analysis. wu. Series. 


TJ233.A55 620.1123 47-4760* 
© 14May47; publisher ; AA53544. 


Library of Congress & (4 mi/ dcd / mb 





AMERICAN SOCIETY FOR TESTING MATE- 

RIALS. 

Symposium on the identification and classi- 
fication of soils; presented at the 53d 
annual meeting, American Society for 
Testing Materials, Atlantic City, N. J., 
June 29,1950. 91p. illus. (Its Special 


technical publication, no. 113) © Ameri- 
can Society for Testing Materials, Phila- 
delphia; 4May51; A55952. 
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Library of Congress 
Copyright Office & ekd/r 





AMERICAN SOCIETY FOR TESTING MATE- 

RIALS. 

Symposium on the nature, occurrence, and 
effects of sigma phase. Presented at the 
fifty-third annual meeting, Atlantic City, 
N. J., June 26-27, 1950, 181 p. illus, 


(Its Special technical publication no, 110) 
© The American Society for Testing 
Materials, Philadelphia; 9Feb51; AS52528. 
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AMERICAN SOCIETY FOR TESTING MATE- 

RIALS. 

Symposium on the réle of non-destructive 
testing in the economics of production; 
presented at the fifty-third annual meet- 
ing, American Society for Testing Mate- 
rials, Atlantic City, N. J., June 27, 1950. 
157 p. (Its Special technical publication, 
no. 112) © American Society for Testing 
Materials, Philadelphia; 7Mar51; A53358. 


Library of Congress es ~ 
Copyright Office APR hdsfr 





AMERICAN SOCIETY FOR TESTING 

MATERIALS. 

Symposium on the use of radioisotopes in 
soil mechanics; presented at a meeting of 
Committee D-18 on Soils for Engineering 
Purposes, Cleveland, Ohio, March 5, 
1952. Philadelphia [1953] 34p. illus. 
(Its Special technical publication no. 134) 
© American Society for Testing Materials; 
25Feb53; A80903. 


jf 


Library of Congress 
Copyright Office 





AMERICAN SOCIETY FOR TESTING MATE- 

RIALS. 

Symposium on thermal insulating materials, 
Cincinnati spring meeting American 
Society for Testing Materials, March 7, 
1951. [Sponsored by ASTM Technical 


Committee C-16 on Thermal Insulating 
Materials through a special symposium 
committee] Philadelphia [1952] 57 p. 
illus. (Its Special technical publication 


(cont. on next card) 
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AMERICAN SOCIETY FOR TESTING MATE- 
RIALS. 
Symposium on thermal... (Card 2) 


no. 119) © American Society for Testing 
Materials; 11Jan52; A63091. 
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AMERICAN SOCIETY FOR TESTING MATERIALS. 
Symposium on tin, presented at the 

fifty-fifth annual meeting (fif= 
tieth anniversary meeting) American 
Society for Testing Materials, New 
York, N. Y., Jume 23, 1952. 111 p. 
© American Society for Testing 
Materials; 20ct53; A109003. 


Library of Congress @ 





AMERICAN SOCIETY FOR TESTING MATE- 

RIALS, |. 

Symposium on turbine oils; presented at 
the first Pacific area national meeting, 
San Francisco, Calif., Oct. 12, 1949. 
52p. illus, (Its Special technical 
publication, no. 105) © American Society 
for Testing Materials, Phi phia; 
6Oct50; A48630, ROP IPP BS 


hes/r 


Library of Congress 
Copyright Office : 





AMERICAN SOCIETY FOR TESTING 
_ MATERIALS; 

Symposium on ultrasonic testing; pre- 
sented at the fifty-second annual meeting, 
Atlantic City, N. J., June 28, 1949, 
Philadelphia [1951] 133 p. illus. 


(Its Special technical publication no. 
101) © American Society for Testing 
Materials; 23Jan51; AA173441. 


Library of Cong & Jay 
ress wi / ae 1 


Copyright Office 





AMERICAN SOCIETY FOR TESTING MATE- 

RIALS. 

Symposium on use of pozzolanic materials 
in mortars and concretes. Presented at 
the first Pacific area national meeting, 
San Francisco, Calif., October 10-14, 
1949, 203p. illus. (Its Special tech- 
nical publication, no. 99) © American 
Society for Testing Materials, Philadel- 
phia; 29Aug50; A47422, 


sh/r ocT10 1950 
Library of Congress Se 


Copyright Office 





AMERICAN SOCIETY FOR TESTING MATE- 

RIALS. 

Triaxial testing of soils and bituminous 
mixtures; a compilation of papers 
presented at the first Pacific area na- 
tional meeting, San Francisco, Calif., 
October 10, 1949 and fifty-third annual 
meeting, Atlantic City, N. J., June 28, 
1950. 303 p, illus. (Its Special tech- 
nical publication no. 106) © American 
Society for Testing Materials, Philadel- 
phia; 5Dec51; A61865, JAN 18 1952 


Library of Congress 
Copyright Office sma / r 





AMERICAN SOCIETY FOR TESTING MATERIALS, 
X-ray diffraction data cards. 
{Revs original set, revs lst supple, 
24 supple, 1950] AA162279. SEE 
Joint Committee on Chemical Analysis 
by X-ray Diffraction Methods. 





AMERICAN SOCIETY FOR TESTING MATERIALS. 


See 


ASTM bulletin, 





AMERICAN SOCIETY FOR TESTING MATE- 
RIALS. COMeIT Ine A-10 ON bettie 


AND RELATED ALLOYS. 

Data on corrosion- and heat-resistant 
steels and alloys, wrought and cast, pre- 
pared by Russell Franks [and others] for 
A.S.T.M. Committee A-10 on Iron- 
Chromium, Iron-Chromium-Nickel, and 
Related Alloys with the cooperation of 
American Iron and Steel Institute and 


Library of Congress 
Copyright Office 
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AMERICAN SOCIETY FOR TESTING MATE- 
RIALS. COMMITTEE A-10 ON IRON- 
CHROMIUM, IRON-CHROMIUM-NICKEL 
AND RELATED ALLOYS. 

Data on corrosion- and... (Card 2) 


Alloy Casting Institute. [Represents in 
part an interim revision of the committee's 
Tables of data on chemical compositions, 
physical and mechanical properties of 
wrought corrosion-resisting and heat- 


ei (continued on next 


card) 
A45533 egm-r 


Library of Congress 
Copyright Office 





AMERICAN SOCIETY FOR TESTING MATE- 
RIALS. COMMITTEE A-10 ON IRON- 
CHROMIUM, IRON-CHROMIUM-NICKEL 
AND RELATED ALLOYS. 

Data on corrosion- and... (Card 3) 


resisting chromium and chromium-nickel 
steels, published in 1942] 79 p._ illus. 
({American Society for Testing Materials] 
Special technical publication no, 52-A) 

© American Society for Testing Materials, 
Philadelphia; 20Jun50; A45533. 


Library of Congress e (continued on next card) 
Copyright Office egm-r 





AMERICAN SOCIETY FOR TESTING MATE- 
RIALS. COMMITTEE A-10 ON IRON- 
CHROMIUM, IRON-CHROMIUM-NICKEL 
AND RELATED ALLOYS. 

Data on corrosion- and... (Card 4) 


I. Franks, Russell, 
II. American Society for Testing Materials. 


A45533 


Library of Congress ©) 
Copyright Office egm / r 





fA 13166 


American society for testing materials. Committee B-4 on 
electrical-heating, electrical-resistance, and electric-furnace 
alloys. 

A. S. T. M. standards on electrical-heating and resistance 
alloys (with related information) prepared by A. S. T. M. 
Committee B-4 on electrical-heating, electrical-resistance, and 
electric-furnace alloys ... April, 1946. Philadelphia, Pa., 
American society for testing materials ,1946, 

x, 173 p. illus., diagrs. 237. 

“Calculation of electrical contacts under ideal conditions, by Erle I. 
Shobert 1m”: p. 155-1738. 

Includes bibliographies. 

1. Alloys—Testing. 2. Electric apparatus and appliances. 3. Radio— 
Apparatus and supplies. 4, Thermocouples. 1. Shobert, Erle 
Irwin, 1913— Calcu- lation of sry contacts under 
ideal conditions. Over 

Library of Congress TA490.A63 1946 46-6657 


‘s, 620.18 





© 5-13-63; 2 ¢ 5-23-63 American 
society for testing materials, Phila- 
delphia; AA 13186, 





AA 13593 


American society for testing materials. 
Committee B-4 on electrical-heating, 
electrical-resistance, and electric- 
furnace alloys. 

195 supplement to the Bibliography 
and abstracts on electrical contacts ... 
Philadelphia, American society for test- 
ing materials [c19l,6] 

pamphlet (16 p.) 23cm, 


© 4-25-L6; 2c 5-12-l6; American 
society for testing materials, Philadel- 


phia; 


AA 13593. 
<— afp 5Marh7 





AMERICAN SOCIETY FOR TESTING 
MATERIALS. COMMITTEE B-4 ON 
ELECTRICAL-HEATING, RESISTANCE, 
AND RELATED ALLOYS, 
preside af and abstracts on electrical 

} 


contacts, 1835-1951. Philadelphia [1952] 
258 p. ([American Society for Testing 
Materials] Special technical publication 
no. 56-G) © American Society for Testing 
Materials; 18Dec52; A74506. 


I, American Society for Testing 


Library of Congress Materials, 
Copyright Office j/— 





AMERICAN SOCIETY FOR TESTING MATERIALS. 
COMMITTEE B-4 ON ELECTRICAL-HEATING, 
RESISTANCE, AND RELATED ALLOYS. 
Bibliography and abstracts on elec- 

trical contacts. 1952 and 1953 
supplements. 75 p. © American 


Pye | for Testing Materials; 
? 


12Ju1543 Al46734. 


I. American Society for Testing Mate- 
rials. 


Library of Congress & 
Copyright Office cr/ tb 





AMERICAN SOCIETY FOR TESTING 
MATERIALS. COMMITTEE B-4 ON 
ELECTRICAL-HEATING, RESISTANCE, 

AND RELATED ALLOYS. 

1947 supplement to the Bibliography 
and abstracts on electrical con- 
tacts. 24 p. (American Society 
for Pesting Materials. Technical 
publication no. 56-D) © American 
Society for baad ei: Materials, 
Philadelphia; 3Aug48; A25196. 


se Se ican So 6’ for Testing 


‘ess 


ebe/pam 





AMERICAN SOCIETY PCR 
TERIALSLS Committee on Cement. 
A. S. T. M. standards on cement 

{with related informati on} Jane, 
1948. Philadelphia [1948] 

191 p., illus. W The American 
Society for orak. — Naterials; 


16Peb),8; AA7775 


2 TPenrTAr MA = 





AMERICAN SOCIETY FOR TESTING MATERTALS. 
COMMITTEE D-1 ON PAINT, VARNISH, 
LACQUER, AND RELATED PRODUCTS. 

Fifty years of paint testing: Commit= 
* tee D=1l; presented at the fiftieth 

annual meeting (fiftieth anniver- 
sary meeting) American Society for 
Testing Materials, New York, N. Y., 
June 24, 1952. 47 p. © American 
Society for Testing Materials; 
23Sep53; A108501. 


; ? I. American Society 
Lib Congr 
Pee rere @-: Testing Materials. 


bj/ ¢ 





AMERICAN SOCIETY FOR TESTING MATERI- 
ALS. COMMITTEE D-2 ON PETROLEUM 
PRODUCTS AND LUBRICANTS. 

ASTM manual of Engine test methods 
for rating fuels. ee! Den. 

© American Society for Testing 
Materials, Philadelphia; 23Apr48; 
A23208. 


I. American Society for Testing 
Materials. 


Library of Congress S fn/p 


Copyright Office 





AMERICAN SOCIETY FOR TESTING 
MATERIALS. COMMITTEE D-2 ON 
PETROLEUM PRODUCTS AND LUBRI- 
CANTS. 

ASTM manual of engine test methods for 
rating fuels. Philadelphia, 1952, 342 p. 
illus. © American Society for Testing 
Materials; 26Nov52; A73031. 


I, American Society for Testing Materials. 


j/e 
Library of Congress i/ 
Copyright Office 





AMERICAN SOCIETY. FOR TESTING MATERIALS. 
' COMMITTEE D-2 ON PETROLEUM PRODUCTS 

AND LUBRICANTS. 

ASTM manual on calibrating liquid 
containers: upright tanks; meas- 
urement methods, tank capacity 
calculations. 90 p. © American 
ea 5 for Testing Materials; 
31Mar54; A133859. ° 


I. American Society for Testing 
Materials. 


Library of Congress & 
Copyright Office r/t 





AMERICAN SOCIETY FOR TESTING MATE- 
RIALS. COMMITTEE D-2 ON PETROLE- 
UM PRODUCTS AND LUBRICANTS. 

ASTM manual on measurement and samp- 
ling of petroleum and petroleum products. 
[Prepared by Division II on Measurement 
and Sampling, of ASTM Committee D-2 on 
Petroleum Products and Lubricants] 
Philadelphia, 1950. 120p. illus, 
© American Society for Testing Materials; 
6Feb51 (in notice: 1950); A53283. 


I, American Society 
& for Testing Materials. 


Copyright Office APR - 6 1951 mds-r 


Library of Congress 





AMERICAN SOCIETY FOR TESTING MATERIALS. 
COMMITTEE D=2 ON PETROLEUM PRODUCTS 
AND LUBRICANTS. 

ASTM viscosity tables for kinematic 
viscosity conversions and viscosity 
index calculations [prepared by 


Section A of Research Division VII 
on Flow Properties of ASTM Commit+ 
tee D=2 on Petroleum Products and 
Lubricants] 56 p. © American 
Society for Testing Materials; 


Library of Congress er” on next card. 
A103855. bif- 





AMERICAN SOCIETY FOR TESTING MATERIALS. 
COMMITTEE D=2 ON PETROLEUM PRODUCTS 
AND LUBRICANTS......-card 2. 


1Ju1533; A103855. 


I. American Society for Testing 
Materials. 


Library of Congress @ 


piA- 





American Society for Testing Materials. Committee D-? 
on Petroleum Products and Lubricants. 

Forum on Diesel fuel oils, sponsored by Technical Com- 
mittee F of Committee D-2 on Petroleum Products and 
Lubricants, November 13, 1946, Chicago. Philadelphia, 
American Society for Testing Materials ,1947, 


v, 38 p. 23cm. (American Society for Testing Materials. Tech- 
nical publication no. 71) 


Marth chen ARYIF Ale. 


1. Motor fuels. 2. Diesel motor. 1, Title: Diesel fuel oils. 
rm. Series. 


TP343.A65 © 662.6 48-785* 
14; 


Library of Congress 





AMERICAN SOCIETY FOR TESTING MATERIALS. 
COMMITTEE D-2 ON PETROLEUM PRODUCTS 
AND LUBRICANTS. 

Forum on tractor fuels; proceedings 
of the meeting of Technical Committee 
L on Tractor Fuels, January 9, 1948, 
Chicago, -111.. DY RE oP 1 hus: 
({American Society for Testing 
Materials] Special technical pub- 
lication no. 82) © American Society 
for Testing Materials, Philadelphia; 
150ct48; A27011. 


Siissos'dl Citas or. on next card) 
Copyright Office 





AMERICAN SOCIETY FOR TESTING MATERIALS. 
COMMITTEE D-2 ON PETROLEUM PRODUCTS 


AND LUBRICANTS. Forum on tractor 
fuels ... (Card 2) 


I. American Society for Testing 
Materials. 





AMERICAN SOCIETY FOR TESTING MATERI- 
- ALS. COMMITTEE D-2 ON PETROLEUM 
PRODUCTS AND LUBRICANTS, 
1948 appendix to A S T M manual of engine 
test methods for rating fuels. 17 p. 
illus. © American Society for Testing 


Materials, Philadelphia; 1Apr49; on 
révisions; A31950. 


I. American Society for Testing Materials. 


Library of Congress & ebc/rk 


Copyright Office 





AMERICAN SOCIETY FOR TESTING MATE- 
RIALS, COMMITTEE D-2 ON PETROLE- 
UM PRODUCTS AND LUBRICANTS, 
Physical constants of hydrocarbons boiling 

below 350 F, 16 p. ([American Society 
for Testing Materials] Special technical 


publication, no, 109) © American Society 
for Testing Materials, Philadelphia; 
6Dec50; A50594, 


JAN 22 


mds/r 
Library of Congress eS / 
Copyright Office 





AMERICAN SOCIETY FOR TESTING MATERI- 
ALS. COMMITTEE D-2 ON PETROLEUM 
PRODUCTS AND LUBRICANTS. 

Symposium on diesel fuels. Presented 
at meeting of Committee D-2 on 
Petroleum Products and Lubricants, 


Philadelphia, Pa., February 17, 
1954. 50'p. © American Society 
for Testing Materials; 40ct54; 
A157743. 


I. American Society for Testing 


Library of Congress eS Majjerials. 
Copyright Office b/- 





AMERICAN SOCIETY FOR TESTING 
MATERIALS. COMMITTEE D-2 ON 
PETROLEUM PRODUCTS AND LUBRI- 
CANTS. 

Symposium on industrial gear lubricants; 
presented at a meeting of Technical 
Committee B of Committee D-2 on Pe- 


troleum Products and Lubricants, Amer- 
ican Society for Testing Materials, 

une 22, 1948, Detroit, Mich. 19 p. 

lus. (American Society for Testing 


Lib f Congress aye ee _ card) 
ibrary o A 
Copyright Office ae oe 





AMERICAN SOCIETY FOR TESTING 
MATERIALS. COMMITTEE D=2°0N 
a PRODUCTS AND LUBRI- 


Symposium on industrial gear lubricants. 
(Card 2) 


Materials. Technical publication no. 88) 
© American Society for Testing Materials, 
Philadelphia; 20May49. A33221. 


I. American Society’for Testing 
Library of Congress Materials. 
Copyright Office & unb / mg 





AMERICAN SOCIETY FOR TESTING MATE- 
RIALS. COMMITTEE D-2 ON PETROLEUM 
PRODUCTS AND LUBRICANTS. 

Symposium on lubrication of high-speed 
turbine gear equipment. Presented at 
a meeting of Technical Committee C 
of Committee D-2 on Petroleum Prod- 
ucts and Lubricants, February 14, 
1949, Washington, D.C. 27p. illus. 
(Technical Publication no. 92 


(continued on next card) 
Library of Congress 


estaba A37098 egm/r 





AMERICAN SOCIETY FOR TESTING MATE- 
RIALS, COMMITTEE D-2 ON PETROLEUM 
PRODUCTS AND LUBRICANTS, 

Symposium on lubrication... (Card 2) 


© American Society for Testing Materials, 


Philadelphia; 30ct49; A3'7098. 


I. American Society for Testing Materials. 


Library of Congress 


Copyright Office bs lw g/ r 





American society for testing materials. 
Committee Dell, on adhesives. 
Symposiwa on adhesives; sponsored 

by Committee Dll, on adhesives, American 


society for testing materials, Octuber 

10, 1945. Philadelphia, American 

society for testing materials [0196] 
pamphiet (62 p.) ‘illus. 23em. 


© 6-1j+l6; 2 c 6-23-46; Bmerican soci 

ty for testing materials, Philadelphia 3 
AA 1500. afp 7-17-h6 
(vf 17Aprh7) 





AMERICAN SOCIETY FOR TESTING 
MATERIALS, COMMITTEE D-15 ON 
ENGINE ANTIFREEZES, 

Selection and use of engine anti- 
freezes. Philadelphia, 1952. 15 p. 
illus. © American Society for Testing 
Materials; 19Sep52; A70836. 


I, American Society for Testing Materials. 


Library of Congress iS /p 


Copyright Office 





AMERICAN SOCIETY FOR TESTING 
MATERIALS. COMMITTEE D-19 ON 
INDUSTRIAL WATER, 

Manual on industrial water. Philadelphia 
[1953] 336 p. illus. (ASTM special 
technical publication no. 148) © American 


Society for Testing Materials; 30Mar53; 
A84861. 


I, American Society for Testing Materials. 


Library of Congress & ; j/~ 
Copyright Office 





AMERICAN SOCIETY FOR TESTING 
MATERIALS. COMMITTEE E-2 ON 
EMISSION SPECTROSCOPY. 

Methods for emission spectrochemical 
analysis. 309 p. © American 
Society for Testing Materials; 
70ct533; Al14122. 


I. American Society for Testing 
Materials. 


Library of Congress & bjA- 


Copyright Office 





American Society for Testing Materials. Committee E-2 on 

Spectrochemical Analysis. 

Report on standard samples for spectrochemical analysis, 
1947, compiled by A. S. T. M. Committee E-2, Subcommittee Iv 
on Standards and Pure Materials. Philadelphia ,1947, 

r, 23 p. tables. 23 cm. (American Society for Testing Materials. 
Technical publication no. 41-B) 

Follows the general form of the Report on standard samples for 
spectographic analysis, by W. R. Brode and B. F. Scribner, issued by 
the A. S. T. M, in 1944, except that the material is restricted to standard 
samples and lists of analytical line pairs are omitted. 

© revisions, 16May47; American Society for Testing Mate- 
rials; AA53543. 


47-4765* 





AMERICAN SOCIETY FOR TESTING MA- 
TERIALS. COMMITTEE E-9 ON FATIGUE 
Manual on fatigue testing. Philadelphia, 

1949. 82p. illus. ([American Society 
for Testing Materials] Special technical 
publication no. 91) © American Society 
for Testing Materials; 20Jan50; A40849. 


I. American Society for Testing Materials. 


mds/r 
Library of Congress : / 
Copyright Office 350 





AMERICAN SOCIETY FOR TESTING 
MATERIALS. COMMITTRE Eel3 on 
ABSORPTION SPECTROSCOPY. 
Numerical list of abstracted 

ultraviolet spectra indexed 

on Wyandotte ASTM punched 
cards. Oct. 1954. Compiled by 
members of ASTM Committee E-13 


on Absorption Spectroscopy and 
others under supervision of 

T. V. Parke of Eli Lilly and 
Company. 15 pe. © American 
Society for Testing Materials; 
220ct5h3; A1l587h5. 


Pp 





AMERICAN SOCIETY POR THE ADVANCEMENT 
OF THE HEBREW INSTITUTE OF TECHNOL] 
OGY IN HAIFA, ISRAEL, INC, SEE 
Americen Technion Society. 





AMERICAN SOCIEFY POR THE ADVANCE. 
MENT OF THE HEBREW INSTITUTE oF 
TECHNOLOGY IN HAIFA, PALESTINE, 
Inc. ©, New York. 

Technion yearbook. September, - 
19,7. Vol. 6. 217 p., illus. 
65641. 


© 7Octh7; aa 





AMERICAN Society for the Prevention 
of Cruelty to Animals. The cat 
as a city pet. AA92338. SEE 
Penshaw, Mary Taylor. 





American Society for the Prevention of Cruelty to 
Animals 
SMITH, WENDELL F. 

The dog as a city pet; a resource unit for 
the intermediate and junior high school 
grades, by Wendell F, Smith and Warren 
W. McSpadden. [New York, 1952] 60 p. 
illus. © on revisions; The American 
Society for the Prevention of Cruelty to 
Animals; 12May52; A67297. 


I, McSpadden, Warren Wood, joint author. 
II, American Society for the Prevention of 
Cruelty to Animals. 


Library of Congress 
Copyright Office 
|r 





AMERICAN SOCIETY FOR THE FREVENTION 
OF CRUELTY TO ANIMALS ©, 
I would like to be your bookemark. 
Folder, illus. © 10ctS1; AA196673. 





AMERICAN SOCIETY FOR THE PREVENTION OF 
GRUELTY TO ANIMALS ©. 
Let me be your bookemark, Folder, 
illus. © 10ctSl; AA1L9%67k. 





—— Society for the Prevention 
elty to Ant mals - our ct ty 
A71531. SEE ‘Penshaw, 





AMERICAN SOCIETY FOR THE PREVEN- 
TION OF CRUELTY TO ANIMALS. 
Qutline for a course in first aid for and 

control of small animals for use during 
the war emergency, compiled by Warren 
W. McSpadden, director of education, 
ASPCA, 22p. illus. © on new matter; 


The American Society for the Prevention 
of Cruelty to Animals, New York; 5Jul51; 
A57223. 


I, McSpadden, Warren Wood, comp. 


Library of Congress @ AUG 23 rad/ r 


Copyright Office 





AMERICAN SOCIETY FOR THE PREVENTION 

OF CRUELTY TO ANIMALS ©. 

Outline for a course in first aid 
for and control of small animals 
for use during the war emergency, 
compiled by Warren W. MeSpadden. 
New York, c1951. 22 ps, illus. 
© lAugS1; AA196675. 





AMERICAN Society for the Prevention 
of Cruelty to Animals. Your cat 
and its care in sickness and in 
health, AA86079. SEE Penshaw, 
Mary Taylor. 





AMERICAN SOCIETY FOR THE STUDY OF 

STERILITY s 

Transactions of the Conference on 
Sterllity and Infertility. 
Vole 40 “1976 189 Des illus. 
© American Society for the Study 
of Sterility, ince; 21Jdunl8; 
AA10915h. 





AMERICAN SOCIETY FOR THE STUDY OF 
STERILITY. 


SEE 
FERTILITY AND STERILITY. 


e Library of Congress 


Copyright Office 





AMERICAN SOCIETY FOR THE HARD OF HEARING. 
SEE 
HEARING NEWS. 


®@ Library of Congress . 


Copyright Office 
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APSRICAN SOCIETY OF AGRICULTURAL 


ngineers yearbook, 
1956 ymond Olney, editor 
[and] Ralph A. Palmer, associate 
Sasson 3 Wt aul tural Eni 
ociety of Agr eers; 
2hMay5h3; A1h2368. 





AMERICAN SOCIETY OF AGRICULTURAL ENGINEER- 
ING. 


See 


Agricultural engineering. 


ee Library of Congress 


Copyright Office 





AMERICAN SOCIETY OF AGRICULTURAL ENGINEERS. 
See 


Agricultural engineering. 


& Library of Congress 
Copyright Office 





AMERICAN SOCIETY OF AGRONOMY. 
Hunger signs in crops, a symposium, pre- 
pared by Firman E, Bear [and others. 
Rev., i.e. 2d ed.] 390 p. illus, © The 
American Society of Agronomy & the 
National Fertilizer Assn., Washington; 


15Nov49; on additions & revisions; 
A38779. 


I, National Fertilizer Association. 
Il. Bear, Firman Edward. 


Library of Congress 
Copyright Office ebc/r 





AMERICAN Society of Air Affairs. 
Us. Se must prepare for *50 A+bonb 
*Pearl Harbors? B5+231)2. SEE 
George, Harold Is 





AMERICAN SOCIETY OF AIR AFFAIRS, 
See 


Air affairs. 


@ Library of Congress 


Copyright Office 





AMFRICAN SOCIETY OF AMATEUR MICROSCOPISTS. 
See 


Bulletin. 


& Library of Congress 


Copyright Office 





American Society of Anesthesiologists. 


ELRICK, LAVIDGE AND COMPANY, CHICAGO. 
Second survey of the practice of 
medical anesthesia in the United 
States, conducted for the American 
Society of Anesthesiologists, inc. 
53 pe © The American Society of 


Anesthesiologists, inc.; lAug53; 
A105289. 


I. American Society of Anesthesiolo= 
gists. 


Library of Congress @ 
bj/L 





American Society of Anesthesiologists, 


FOREGGER, ELEANOR. 

A survey of the practice of medical anes- 
thesia in the United States, prepared by 
Eleanor Foregger at the direction of the 
Section on Economics of the American 
Society of Anesthesiologists, inc, 9p., 
54 tables. © The American Society of 
Anesthesiologists, inc., sia i 
16Feb50; A41310. 


I. American Society of Anesthesiologists, 
inc. 


Library of Congress 
Copyright Office ee qiaw >. 





AMERICAN SOCIETY OF ANESTHESIOLOGISTS, INC. 
See 


Anesthesiologye 


© Library of Congress 


Copyright Office 





AMERICAN SOCIETY OF ANESTHESIOLOGY, INC. 


See 


Anesthesiology. 


os Library of Congress 


Copyright Office 





AMERICAN SOCIETY OF ANESTHETISTS, INC. 
See 


Anesthesiology. 


& Library of Congress | 


Copyright Office 





AMERICAN SOCIETY OF BAKERY ENGINEERS. 
Index to publications. American 
Society of Bakery Engineers, 1924- 
1954. 116 p. Appl. authors: 
Percy E. Minton and others. 
© American Society of Bakery Engi- 
neers; l4Dec54; A165875. 


Library of Congress & 


Copyright Office 





AMERICAN SOCIETY OF BAKERY ENGINEERS ©. 
Modern management, by Don F. Copell. 
Folder (i; p.) (Its Bulletin no. 

140) © 5SApr513; 44181935. 





AMERICAN SOCIETY OF BAKERY ENGINEERS ©. 

Modern management, by Don F. Copell. 

Pt. 2¢ Proper selection, Chicago, 
c195le 8 pe (Its Bulletin 


nos jl,‘ May 1951) @ 15blay5i;3 
88020, 


AAL 
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AMERICAN SOCIETY OF BAKERY ENGINEERS ©. 
Modern management, by Don F. Copell. 
Pte 5: Testing the applicant, 
15 pe (Its Bulletin no. 12 
June 1951) © 15dun523 AAl92019. 





AMERICAN SOCISTY OF BAKERY ENGI- 
NEERS ©. e 
Open trough and cabinet or covered 
fermentation of bread sponges, by 
Betty Sullivan and W. A. Richards. 
Oct., 1947. Chicago, e197. 
531-540 p., diagrs. (Its Bulletin 
no. 134) © 310cth7; Aa36621. 





AMERICAN SOCIETY CF BAKERY ENGINEERS. 
Personal impressions of the 
American baking industry compared 
with the Britishe SEE Hare, 
Re We Pe 





AMERICAN Society of Bakery Mngineors, 
“Ppinciples of making icingss" 
AA1L33187. SEE Godston, Johny 





AMERICAN SOCIETY OF BAKERY PNGINEERS~- 
Proceedings of the Twenty-eighth 

annual meeting, March 3<6, 1952, 
Edgewater Beach Hotel, Chicago, 
Tllinoise 330 pe illuse cAppl. 
authors; Victor E. Marx an@ Patrick 
Je Colombo32 © American Society of 
Bakery Engineers; 16Ju1523 AA21817i< 





AMERICAN SOCIETY OF BAKERY ENGINEERS, 

Proceedings of the thirtieth annual 

i mecsting, March 1-h, 1954 sce Chi- 
cago, Illinois. [Victor E. Marz, 
secretary] 339 p. Appl. au- 
thors: Victor Emanuel Marx & 
Thalia Selz. © American Society 
of Bakery Engineers; 2Sep5); 
4159503. 
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Society of Heating and ventilat- 
ing Engineers; 28sepS3; A108)27. 





AMERICAN SOCIETY OF HEATING AND 
VENTILATING ENGINEERS. : 
Transactions ... Vole 58. 58th 

annual meeting, St. Louis, Mo., 
Jan. 27-30, 1952. Semi-anrmal 
oe Spring Lake, N. Je, 
June 16-18, 1952. 16 p. 

© American Society of Heating 
and Ventilating Engineers; 
18Mar5h; A132667. 


: @ 





AMERICAN Society of Heating and 
Ventilating Engineers, SEE Heating, 
ventilating, air conditioning guide, 
1950. Vol. 28. AA1,9896. 





AMERICAN SOCIETY OF HEATING AND VEN~ 
TILATING ENGINEERS. SEE 
Heating, ventilating, air condition 
ing guide, 1951-6 Ole 29 « 
AATE0530~ 


MAY ~7 1954 





AMERICAN SOCIETY OF HEATING AND 
VENTILATING ENGINEERS. SEE 
Heating, ventilating, air condition- 





AMERICAN SOCIETY HEATING AND 
me ming a ERS. cage 
Heating, ventilat air cone 

ey ing» $53. 


ditioning guide, A87,03. 





AMERICAN SOCIETY OF HEATING AND VEN- 
TILATING ENGINEERS. GUIDE COMMITTEE. 
SEE reg ee eee 


Heating, ventilating, air condition- 
ing guide, 1953. Aa87l,03. 





AMERICAN SOCIETY OF HEATING AND 
VENTILATING ENGINEERS, GUIDE 
GOMMITTEE. SEE 
Heating, ventilating, air con- 

ditioning guide, 195k. 





AMERICAN SOCIETY OF HEATING AND VENTI- 
LATING ENGINEERS. Guide Publication 


Committee. 
Psychrometric chart. [Humidity mea- 


surement] Chart. (72) © American 
Society of Heating & Ventilating 
Engineers; le 7Sepl9; 105976. 
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AMERICAN SOCIETY OF HOSPITAL PHARMACISTS. 
BULLETIN. 
© American Society of Hospital Pharmacists. 
Pimonthiy 
D—v. 3, 1946, no. 


delayed - 


» Jane-Feb. © 28Febl6; B507067. 


4, July-Aug. © 28Augh6; B507068. 
5, Sept.-Oct. © 280cth4; B507069. 


6, Nov.-Dec. © 28Dech6; B507070. 
O—v- 4» 19k7, no. 


1, Jan.-Feb. © 28¥eb\7; 8507071. 


2, Mar.-Apr. © 28Apri;7; B507072. 
Cont'd on od. 1,62 





AMERICAN yoctety OF HOSPITAL PHARMACISTS, =h-_- 


© Am Ameri can Society of Hospital Pharmacists. 


Ve 1 NOe 


3, May-June. © 28Jun\7; 8507073. 
h, July-Aug. no notice 


5, Sept.-Oct. © 280ctl7; B507074. 


6, Nov.-Dec. no notice 
ive 5, 1948, no. 
1, Jan.-Feb. © 28Feb)8; 8507075. 


3, May-June. © 28Jun8; 3507076. 
4, July-Aug. °°“ B507077.~ 
Cont'd on cd. Foua 





AMERICAN SOCIETY OF HOSPITAL PHARMACISTS. -=7°>- 
© American Society of Hospital Pharmacists, 
Bimonthly 
ve 5 198, NOs 


6, Nov.-Dec. © 28Dech8; B507078. 
ve 6, 1949, no. 


2, Mar.-Apr. © 28Apr9; B507079. 
3, May-June. © 28Jun9; 8507080. 
July-Aug. © 28Augl9; B507081. 


Oct.-Nov. ©280cth9; 3507082. 
Nove-Dec. ©2 ; B507083. : 
: Cont'd on od. 8. «+s 





AMERICAN SOCIETY OF HOSPITAL NER -8- 


Q—v. 7, 1950, no. 
1, Jan.-Feb. © 28Febd50; B50708). 
2, Mar.-Apr. © 28Apr50; B507045. 
3, May-June. © 28Jun50; B507046. 


h, July-Aug. © 28Aug50; B507087. 


5, Sept.-Oct. © 28Sep50; B507088. 
6, Nov.-Dec. © 28Dec50; B507089. 
[j—v. 8, 1951, no. 


1, Jan.-Feb. ong: B507090. 


Cont'd. on cd. 9 





ohea< ~— $a- 
AMERICAN SOCIETY OF HOSPITAL PHARMACISTS. 
BULLETINe 


© American Society of Hospital Phar= 
macists. 


Bimonthly 
to Ve 3, noe 
3, May-June 1946. © 28Jun; B51977h. 


Ce v. 8, no. 
3, May-June 1951. © 28Jun; 855117). 





AMERICAN SOCIETY OF HOSPITAL PHARMACISTS. ~<9- 
LLETIN 


dnerigen Society of Hospital Pharmacists. 
Bimont. i 


Ve 8, a NOe 


k, July-Aug. © 28Aug51; B507091. 

5, Sept.-Oct. © 280ct51; B507092. 

6, Nove=Dec. © 28Dec51; B507093. 
[eve 9, 1952, noe 

1, Jan.-Feb. © 28Feb52; B507094. 

2, Mar.-Apr. © 28Apr52; B507095. 


3, May-June. © 28 3 B507096. 


decennial issue) 





AMERICAN SOCIETY OF HOSPITAL PHARMACISTS. -10- 


© American Society of Hospital Pharmacists. 
Bimon y 


Ne 9, 1952, no. 
5, Sept.-Oct. © 30Sep52; 8507098. 
6, Nove-Dec. © 28Dec52; B507099. 


Cont'd on cd. 11 
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ease eee acacsensensomenses Voor Qnncg LOG Bg BBO, -<cncecneescencnorcsseceotsctereessssorecconsen 
Pub. Date 4 Entry No. 


©... sdanbs... ta notions 1968)... |}. “ 
a 


ft (3 BeeneeNara amas] | UBER ena LOS Smee ey AE 


decree rrrncesccrssncsenssenssenscene On ehg...L9945..2O.0...... 
te.) Jan-Feb 








American society of hospital pharmacists, 
Bulletins Jans=Feb., 196. 


© 3-1+),6; 2¢ 5-10=6; Ann Arbor, 
Miche; AA 12116, 





AMERICAN SOCIETY OF HOSPITAL PHARMACISTS. 
See 


American Society of Hospital Pharmacists. 
Bulletin. 


& Library of Congress ° 


Copyright Office 





AMERICAN SOCIETY OF HOSPITAL PHARMACISTS. 
See 


BULLETIN AMERICAN SOCIETY OF HOSPITAL 
PHARMACISTS. 


& Library of Congress 


Copyright Office 





AA 12146 
American society of hospital pharmacists. 


The bulletin of the American society of hospital 
pharmacists. 





AMERICAN SOCIETY OF HUMAN GENETICS. 
See 


The American journal of human geneticSe | 


& Library of Congress 


Copyright Office 





AMERICAN SOCIETY OF HUMAN GENETICS. 
DEPT. OF ZOOLOGY 


See 


American journal of Human genetics. 


S Library of Congress ; 


Copyright Office 





AMERICAN SOCIETY OF HUMAN GENETICS. 
HEREDITY CLINIC. 


See 


American journal of Human genetics. 


@ Library of Congress | 


Copyright Office 





AMERICAN SOCIETY OF INTERNATIONAL LAW. 
Proceedings ... at its forty-eighth 

annual meeting held at Washington, 
D. Ces April 22-2h, 1954. 
{Eleanor H. Finch, executive sec- 
retary] 230 p. © American 
Society of International Law; 
2BoetSi: A1S59447. 


,© 





AMERICAN SOCIETY OF INTERNATIONAL LAW. 
Proceedings ... at its forty-fifth 
annual meeting held at Washington, 
D. C., April 26628, 1951. 263 pe 
© The American Society of Intere 
national Law, Washington; 120ct51; 
AA197209. 





a SOCIETY OP INTERNATIONAL 
LAW ©. 

Proceedings. hist annual meeting, 
Washington, D. C., April 2h-26, 
197... Washington, D. C., 197. 

Pe © 146Ped):8 (in notice: 
1947)3 4A39033. 





a7 oe SOCIETY OF INTERNATIONAL 
LAW ¢ 
Proceedings se. forty-fourth annual 
meeting held at Washington, D.« Ce, 
April 27<29, 1950. Washington, 
1950. 312 pe 3Nov50;3 AALET713.« 





AMERICAN SOCIETY OF INTERNATIONAL 

LAT ©, 

- Proceedings, li2nd annual meeting 
held at Washington, D. C., Aprs 
22-2), ms Washington, 1948. 

1Dec);8; AA1Ol511. 


201 De 





AMERICAN SOCIETY OF INTERNATIONAL 
LAW @. 


Proceedings. Forty-third — 
meeting held at Wa 
Da Ce, April 28-30, Ba “Sigg 
Washin, 1949. 177 Ps 
© 18Novy93 AA136772. 





AMERICAN SOCIETY OF INTERNATIONAL 

LAW. 

Proceedings «4. at its forty- 
seventh ennual meeting held at 
Washington, D. C., April 23-25, 
1953. {Eleanor H. Finch, 
executive secretary) 23h p. 
© The American Society of 
International Laws; 2Nov53; 
A112769. 





AMERICAN SOCIETY OF INTERNATIONAL 
LAW 


Proceedings ... at its forty- 
sixth annual meeting held at 
Washington, D. C., April 2-26, 
1952. cEleanor H. Pinch, secre- 
tary of the Board of Editorsa 
Washington, 1952. 22) p. © The 
American Society of International 
Law; 29Sep523; AA226302. 





AA 28408 


Amerioean society of international law. 

Proosedings of the American society of 
international law et its 40th ammal meeting 
held at Washington, D. C., Apr. 25627, 1946. 
Washington, 1946. 


(©) 10-7=463 20 11-22~463 American society of 
international law, Washington; AA 28403, 


eo 2lAprt7 





AA 370 


American society of international law. 

Proceedings of the Washington meeting of the 
American society of Suvernetroust sites April 13-14, 
1945. Washington, The society, 195. 

xiii, 130 p. 26cm. 


12-31-45; 2 co 1-35-46; American society of 
international law, Washington, D. C.; AA 570. 


vf 2-4=46 





AMERICAN SOCIETY OF INTERNATIONAL LAW. 
See 


American journal of international law. 


: 


oe Library of Congress 


Copyright Office 





AMERICAN Society of International Lew. _ 


SEE 
American journal of international 
law and supplement. 





AMERICAN SOCIETY OF LANDSCAPE ARCHITECTS, 


SEE 
LANDSCAPE ARCHITECTURE. 


Library of Congress Copyright Office 





AMERICAN SOCIETY OF LUBRICATION 

ENGINEERS, 

Fundamentals of friction & lubricas 
tion in engineering; first ASLE 
national symposium (Victor A. Ryan 
memorial) 196 p. © American 
Society of Lubrication Engineers; 
110ct543 A159317. 


Library of Congress ee 
Copyright Office b/p 





AMERICAN SOCIETY OF LUBRICATION 
ENGINEERS. 
Pundamentals of lubrication; a 
ractical manual. Chicago c19523 
7 pe illus. © American Society 
of Lubrication Engineers; lapr523 
AA212009,. 





American Society of Lubrication Engineers. 


AMERICAN SOCIETY OF LUBRICATION 
ENGINEERS, TECHNICAL COMMITTEE ON 
BEARINGS AND BEARING LUBRICATION, 
Interpreting service damage in 

. Frolling type bearings; a manual on 
ball & roller bearing damage. 


27:P.» © American Society of 
Lubrication Engineers; 31Dec53;3 
A132996. 


I. American Society of Lubrication 
Engineers. 


Library of Congress @ 
Copyright Office rh 





American Society of Lubrication 
Engineers. 
ZINO, ANTHONY JOSEPH. 

Petroleum-type hydraulic fluids, a special 
publication in the interests of better lu- 
brication. [Material originally appeared 
as a series of articles in the American 
machinist magazine] 51lp. _ illus. 
© The American Society of Lubrication 
Engineers, Chicago; 10Apr50; A43373. 


. American Society of Lubrication Engineers. 


JY 


Library of Congress & 
Copyright Office mds /tet 





AMERICAN SOCIETY OF LUSRICATION 


Practical lubrication, Vols ls 
& py . © American Society of 
Lubrication Engineers; lJandhs 
A1201,.86. 





ee the 5 stato bahat J or Lubrication 


zinee 
PO PINGA, R EEMT_ 


Wear and lubrication of piston rings and 
cylinders; translated from the German by 
Edmund Kurz. Technical adviser, 
Dudley D. Fuller. Published through 
arrangement with the Office of Alien 
Property, Dept. of Justice, Washington. 


[Chicago, 1948] 201 p. illus. ©on 
translation; American Society of Lubrica- 
tion Engineers; 1May48; A47085. 


I. Kurz, Edmund, tr. Il. American Society 
of Lubrication Engineers. 
Library of Congress ge OcT 18 1950 
Copyright Office mds-r 





AMERICAN SOCIETY OF LUBRICATION ENGINEERS. 
SEE 
LUBRICATION ENGINEERING. 


Library of Congress Copyright Office 





AMERICAN SOCIETY OF LUBRICATION 
ENGINEERS, TECHNICAL COMMITTEE ON 
BEARINGS AND BEARING LUBRICATION, 
Interpreting service damage in 

rolling type bearings; a manual on 
ball & roller bearing damage. 
21: Ps © American Society of 


Lubrication Engineers; 31Dec53;3 
A132996. 


I. American Society of Lubrication 
Engineers. 


Library of Congress & 
Copyright Office rh 





AMERICAN Society of lagazine Photo~- 
graphers. SEE Photo~graphic, 1919. 
AA10181,8. 
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American Society of Mechanical Engineers. 


AMERICAN SOCIETY OF MECHANICAL 
ENGINEERS. METALS ENGINEERING 
HANDBOOK BOARD. 

ASME handbook. Vol. 1: Metals 
engineering, design; edited by 
Oscar J. Horger. 405 p. © The 


American Society of Mechanical 
Engineers; 5Nov53; A112639. 


I. Horger, Oscar John, ed. II. Ameri- 
can Society of Mechanical Engineers. 
Lit. Title. @ veer: Metals engi- 


Library of Congress neering, design. 


Copyright Office 





American Society of Mechanical Mmgineers. 


AMERICAN SOCIETY OF MECHANICAL ENGI- 
NEERS. METALS ENGINEERING HANDBOOK 
BOARD, 

ASME handbook. [Vol. 2]: Metals 
properties, edited by Samuel L. 
Hoyt. McGraw-Hill. 433 p. 
© American Society of Mechanical 
Engineers; 7May54; A136497. 


I. Hoyt, Samuel L., ed. 

II. American Society of Mechanical En- 
gineers. 

III. Title. & IV. Title: Metals 


Library of Congress properties. 
Copyright Office P fae? 





A6962 American society of mechanical engin- 
eers. 


A. Se Xe be mechanical catalog md direce 
torye Ve 366 19.7.6 
New York, Nie Ye, ine Anmcrican society 
of mechanical cngineers, [196] 


2 1Goctl6; publishers 69626 


16-802 (rev. 72) 


Library of Congress & fn 9Dech6 


Copyright Office 





AMERICAN SOCIETY OF MECHANICAL 
ENGINEERS ©, New York. 
Ae Se Me Ej mechanical catalog 
and directory. 198. 37th annual 
volume.’ 716 pe, illus. C60ctl7; 
AA65),86 6 





AMERICAN SOCIETY OF MECHANICAL 
' ENGINEERS. . 

A.SeM.E. mechanical catalog and 
directory, 199 38th annual 
Vole 750 Des illuss © the 
American Society of Mechanical 
Engineers, New Yorks 150ctl8; 
AA95617 « 





AMERICAN SOCIETY OF MECHANICAL 

ENGINEERS. 

ASME members list, listed by 
companies. July 1954. [Issued 
by the Office of the Secretary) 
188 p. © American Society of 
Mechanical Engineers; 23Jul5h; 
A1468)9. 





AMGRICAN SOCIETY OP MECHANTCAL ENGI- 


ASME screw thread manual. AS311. 
SRE American Society of Mechani-~ 
cal Engineers. Standardization. 
Committee. 





AMERICAN SOCIETY OF MECHANICAL 

ENGINEERS <- 

ASME standard one-piece metallic 
piston ringse SEE American 
Society of Mechanical Engineers. 
Committee on Piston Rings.« 





American Society of Mechanical .~ 
Engineer$> 
AMERICAN SOCIETY OF MECHANICAL 
ENGINEERS; PLANT LAYOUT STANDARDS 
COMMITTEE. 
ASME standard plant layout, templates and 
models. 7p. © The American Society 
of Mechanical Engineers, New York; 
23Mar49; A31197. 


I. American Society of Mechanical Engineers. 


Library of Congress cg/ r 
Copyright Office 





' American Society of Mechanical Engineers. 


DURAND, WILLIAM FREDERICK, 

Adventures: in the Navy, in educa- 
tion, science, engineering, and 
in war; a life story. American 
Society of Mechanical Engineers, 
and McGraw-Hill. 212 p. © Amer- 
ican Society of Mechanical En- 
gineers; 15May53; A141893. 


I. American Society of Mechanical 


Engineers. 
Library of Congress & rh 


Copyright Office 





AMERICAN SOCIETY_OF MECHANICAL ENGINEERS. 
American standard accuracy of engind 


and tool room lathese AA213897« 


SEB American Standards Association. 
Sectional Committee Blé« 
Noe 256 


Subdecommittee 





AMERICAN SOCIETY OF MECHANICAL ENGINEERS- 
American standard Acme screw threeds. 
442139704 SEE American Standards 
Associatione Sectional Committee 

Ble Subcommittee noe 2 





AMERICAN SOCIETY OF MECHANICAL 

ENGINEERS. 

American standard brass or bronze 
flanges and flanged fittings. 
A&2341. SEE American Standards 
Association. Sectional Committee 


B16. 





American Society of Mechanical 
Engineers. 

AMERICAN STANDARDS ASSOCIATION. 
SECTIONAL COMMITTEE ON THE STAND- 
ARDIZATION OF PIPE FLANGES AND 
FLANGED FITTINGS, B 16. 

American standard brass or bronze screwed 
fittings, 250 lb. ASA B16.17-1949. Spon- 
sors: Heating, Piping, and Air Conditioning 


Contractors National Association, Manu- 
facturerg-Standardization Society of the 
Valve ad Fittings Industry [and] the Amer— 
ican Society of Mechanical Engineers. 


(Cont. on next card) 


cg/r A32536 





AMERICAN STANDARDS ASSOCIATION. 
SECTIONAL COMMITTEE ON THE STAND- 
ARDIZATION OF PIPE FLANGES AND 
FLANGED FITTINGS, B 16. 

American standard brass... (Card 2) 


A peretes April 6, 1949] 7p. illus. 


The American Society of Mechanical 
Engineers, New York; 5May49; A32536. 


I. American Society of Mechanical Engineers. 


& ce/r 





AMERICAN SOCIETY OF MECHANICAL 

ENGINEERS. 

American standard buttress screw 
threads, SEE American Standards 
Association, Sectional Comittee 
on Standardization and Unification 
of Serew Threads Bl, Subcommittee 
on Buttress Screw Threads no, 36 





AMERICAN SOCIETY OF MECHANICAL 


ENGINEERS « 
American standard cast~brass solder- 


joint drainage fittings. A80052. 
SEE American Standards Association. 


Sectional Committee B16. Sube 
Committee noe 9. 





AMI ERICAN SOCIETY OF MECHANICAL 

ENGINEERS. 

American standard castebrass 
solder~joint fittings. ASA B16.18- 
1950. 17 Pes illus. © The 
American Society of Mechanical 
Engineers, New York; 12Jun50; 


AA153147~« 





AMERICAN SOCIETY OF MHNCHANICAL 

ENGINEERS. 

American standard cast-iron screwed 
drainage fittings. SEE American 
Standards Association. Sectional 
Committee on Pipe Flanges and 
Pittings B16. Subcommittee on 
Screwed Fittings no. 2. 





AMERICAN SOCIETY OF MECHANICAL ENGINEERS, 
american standard casteiron screwed 
fittings, 125 and 250 lbs i10 ps 
{1lus. © The American Soolety of 
Mechanical Engineers, New York; 
20Jan503 AAL39955~ 


& FEB 3 1950 





American Society of Mechanical Engineers. 


AMERICAN STANDARDS ASSOCIATION. SEC-— 
TIONAL COMMITTEE ON THE STANDARDIZA- 
TION OF SMALL TOOLS AND MACHINE TOOL 
ELEMENTS, B5. 

American standard chucks and chuck 
jaws. [By Technical Committee 


No. 11 on Chucks and Chuck Jaws] 
14 p. © American Society of 
Mechanical Engineers; 10Sep54; 
A152346. | 


I. American Society of Mechanical 


Engineers, 
Library of Congress & 
Copyright Office r /t- 





AMERICAN SOCIETY OF MECHANICAL 

EN OINEERS «+ 

American standard circular and 
dovetailed forming tool blanks. 
SEE American Standards Associations 
Sectional Committee on the 
Standardization of Small Tools 
and Machine Tool Elements, B5« 
Tecimical Comm'ttee Noe 10 on 
Forming Tools and Holders, 





AMERICAN SOCIETY OF MECHANICAL 

ENGINEERS « 

American standard code for 
pressure piping. A93082. SEF 
American Standards Association. 
Section Committee B41. 





AMERICAN SOCIETY OF MECHANICAL 
ENGINEERS ©, 
American standard code for pressure 
iping. ASA B31.1-1951. New York 
iaie5ah0 101 pe, illus. © 19Feb51l; 


348. 





AMERICAN<SOCIETY OF MECHANICAL 

ENGINEERS « 

American standard designation and 
working manges of grinding 
machinese SEE American Standards 
Associatione Sectional Committee 
BS. Technical Committee Noe 6. 





AMERICAN SOCIETY OF MECHANICAL 

ENGINEERS» 

American standard drill drivers; 
splitesleeve, colletetype. 
ASA B5e27=195le 7 Pep illus. 
© The American Society of 
Mechanical neers, New York; 
23May51s AAL&L685. 


& JUN 18 1951 





American Society of Mechanical 
Engineers. - 

AMERICAN STANDARDS ASSOCIATION. 
SECTIONAL COMMITTEE ON THE STAND- 
ARDIZATION OF PIPE FLANGES AND 
FLANGED FITTINGS, B 16. 

American standard ferrous plugs, bushings, 
and locknuts with pipe threads “ASA 
B16.14-1949.”’ 10p. © The American 


Society of Mechanical Engineers, New 
York; 17May49; on complete revision; 
A32884. 


I. American Society of Mechanical Engineers. 


¢ sh/r 





AMERICAN SOCIETY OF MECHANICAL 
ENGINEERS. 
American standard [for] stainless 
steel pipes ASA B36.19-19)9. 
5 pe § The American Society 
of Mechanical Mngineers, New 
Yorks 180cth9s AA130917. 





AMERICAN SOCIETY OF MECHANICAL 
ENGINEERS» 
fmerican standard gear nomenclature. 
AGMA 112.02, ASA Bbel0-1950. 
21 pe, illus. © The American 
Society of Mechanical Engineers, 
New Yorks 310ct50; AA166180, 


Nov 27 1950 





AMERICAN SOCIETY OF MECHANICAL 

ENGINEERS» 

American standard graphical symbols 
for heat-power apparatus. 
ASA 232 6246+1950. 7 pe, illus. 
© The American Society of Mechani- 
cal Engineers, New Yorks lApr50; 
AA118332 6 





AMERICAN SOCTRTY OF MROHANICAL 
SNATHRERES : 


amort. can standara graphical symbols 

for heating,’ ven tlatin zane aix 

conditionings Jus. 

© The American of aby of fporenton’ 
i i New York; 





an standard grnaphicel syribols 
for pipe fittings, valves, and 
pipinge ASA 2520203~19):9« 11 pe, 
illus. © The American Society of 
Mechanical a » lew York; 
12Sep!;9; AAI2Z861h. 





AMERICAN SOCIETY OF MECHANICAL 
ENGINEERS.» 
American standard graphical symbols 
for plumbings 9 pe, illus. 
\ The American Society of Mechanical 
Engineers, New Yorks 20Jui)93 
AA122616 





AMERICAN SOCIETY OF MECHANICAL 

ENGINEERS. 

American standard graphical symbols 
for railroad use. ASA 232.2.5- 
1950. 18 pe, illus. © The American 
Society of Mechanical Engineers, 

New York; 27Apr50; AA150012. 


way 22 19° 





AMERICAN SOCIETY OF MECHANICAL EN] 
GI NEERS» 
American standar Hg ica? symbols 
for veldings ASA Z 92 ol 19:9 « 
67 pe, illuse © the Anerican 
Society of Mechanical Engineers, 
New York: 3 26Sep); 9; AA128612. 





AMERICAN SOCIETY OF NECHANICAL 

ENGI NEERSs 

American standard high-strength 
high-temperature internal wrenching 
bolts. ASA B18.8-1950. 5 pe, 
illus. © The American Society of 
Mechanical Engineers, New York; 
3May50; AA150135~ 





AMERICAN SOCIETY OF MECHANICAL ENGINEERS. 
American standard involute serrations. 
ASA B5<26-1950. 29 pe, Llluss 
© The American Society of Nechanical 
Engineers, New Yorks; 19dim50; 
AA15)\565~ 





AMERICAN SOCIETY OF MECHANICAL 

ENGINEERS. 

American standard involute spline 
and serration gages and gaging. 
A90269. SEE American Standards 
Association, Sectional 
amet tg BS. Technical Committee 
Noe @ 





AMERICAN SOCIETY OF MECHANICAL 
ENGINEERS. 


are ere ar Smear Lines. 

ASA * Pe USs 

© The American Society of Mechanical 
Engineers, New Yorks 510ct50; 
AAL66181~4 





ANERICAN SOCIETY OF MECHANICAL 
ENGINEERS.» 
American standard large rivots. 
ASA B184))-1950. Us pe, Llius. 
© The American Society of Mechan= 
ical Engineers, New Yorks; 29Sep50}3 
44163355 


get 20 2° 





AMERICAN SOCIETY OF MECHANICAL 
ENGINEERS 
American standard letter symbols 
for acousticse SEE American 
Standards Associations. Sectional 
Committee ¥Y10. Subcommittee 
Noe 15. 





AMERICAN SOCIETY OF MECHANICAL 

ENGINEERS. 

American standard letter symbols 
for aeronautical sciences, SEE 
American Standards Association. 
Sectional Committee on Letter 
Symbols, Y10. SubeCormmittee no. 
7 on Aeronautical Sciences. 





American Society of Mechanical 
KHngineers. 

AMERICAN STANDARDS ASSOCIATION. 
SECTIONAL COMMITTEE ON STANDARDI- 
ZATION OF GEARS, B 6. 

American standard letter symbols for 
gear engineering. ASA B 6.5-1949. 
Sponsors, American Gear Manufacturers 
Assn. Spe the American Society of 
Mechanical Engineers, 10 p. © Ameri- 
can Society of Mechanical Engineers, 
New York; 26May49; A33187. 


F ep hye Gear Manufacturers Associa- 
tion i, Am eri- can Society of Mechani- 
rary O° heer 


Copyright Office & cal Engineers. ehh 





AMERICAN SOCIETY OF MECHANICAL 
ENGINEERS 


American standard letter symbols 
for meteorology. A9i552. SEE 
American Standards Association. 
Sectional Committee y10. sub- 
committee no. 13. 





AMERICAN SOCIETY OF MECHANICAL 

ENGINEERS « 

American standard letter symbols 
for radio. SEE American Standards 
Association. Sectional Committee 
Y10 on Letter Symbols. Sub- 
Committee no. 9 on Symbols for 
Radio. 





AMERICAN SOCIETY OF MBCHANICAL 
ENGINEERSs 
american standard letter symbols for 
structural analysis. 7p.» © the 
American tanto of Moodunoe 


iginespes New Yorks 290 





AMERICAN SOCIETY OF MECHANICAL 
BSE A AGA 
American standard lock washers. 
ASA B279l°2950. 128 pe, illuBe 
© The American Society of Mechan~ 
4cal Engineers, New Yorks 7Sep503 
AA161199. 


ocT2 - 1950 





AMERICAN SOCIETY OF MECHANICAL 

ENGINEERS. 

American standard machine pins. 
SEE American Standards Associa- 
tion. Sectional Committee BS 
on Small Tools and Machine Tool 
Elements. Technical Committee 
No. 23 on Machine Pins. 


e. 





AMERICAN SOCIETY OF MECHANICAL 
BNGINEERS.s 
American standard machine tapers. 
A87651. SEE American Standards 
Association. Sectional 
Gommittee B5. Technical 
Committee No. 3e 





AMERICAN SOCIETY OF MECHANICAL 

ENGINEERS « 

American standard malleable-iron 
screwed fittings, 150 lb. 
AA20)'758. SEF American Standards 
Association. Sectional Committee 
B16. Subcommittee Nos 2. 





AMERICAN SOCIETY OF MECHANTCAL 

ENGINEERS. 

American standard malleable-iron 
serewed fittings, 300 1b. ASA 
B16.19, 1951. il Des illuse 
© The American Society of Mechanical 
Engineers, New Yorks 50Apr51; 
AA182252. 


rie MAY «1 19514 





AMERICAN SOCIETY OF MECHANICAL 

ENGINEERS. 

American standard markings for 
grinding wheelse 7 pe © The 
American Society of Mechanical 
Engineers, New Yorks 2);Febl93 
AALO7911. 





MERI CAN SOCTETY OF MECHANICAL 
ENGI NEER ath Se = 


American standard milling cutters, 
ASA B5.3-1950. 89 pe, illus. 
© The American Society of 
Mechanical Engineers, New York; 
12Ju1503 AA1564 5). 





AMERICAN SOCIETY OF MECHANICAL 

ENCINESRS« 

American standard mounting 
dimensions of lubricating and 
coolant pumps for machine tools. 
AA223022. SEE American Stendards 
Association. Sec ional Committee 
BS- Technical C ittee No. 26. 





AMERICAN SOCIETY OF MECHANICAL ENGI- 

NEERS. 

American standard nomenclature, 
definitions, and letter symbols 
for screw threads, ASA Bl.7#19l9. 
15 pe, illus. © The American 
Society of Wechanical Engineers, 
New York; 1)0cth9; AA130597. 





ANERICAN SOCIETY OF MECHANICAL 

ENGINEERS « 

American standard physical specimens 
of surface roughness & lays 
AA2129)\2, SEF American Standards 
Association. Sectional Committee 
Bh6. Subcommittee on Surface 
Roughness Blocks for Machined 
Surfaces « 





AMERICAN SOCIETY OF MECHANICAL 

ENGINEERS. 

American standard plain washers. 
486198. SEE American Standards 
Association. Sectional Committee 
B27. Subcommittee no. 1, 





AMERICAN SOCIETY OF MECHANICAL 

ENGINEERS. 

American standard plain washers. 
ASA B27s2, 1919. Folder. © The 
American Society of Mechanical 
Engineers, New York; 22May50 
(in notice: 199); AA151807. 





AMERICAN SOCIETY OF MECHANICAL 

ENGINEERS. 

American standard plow bolts. 
ASA B18.9-1950. 12 p., illus. 
© The American Society of 
Mechanical Engineers, New York; 
8Jun50; AA153146. 





American Society of Mechanical 
Engineers. 


AMERICAN STANDARDS ASSOCIATION. 
SECTIONAL COMMITTEE ON MINIMUM 
REQUIREMENTS FOR PLUMBING AND 
STANDARDIZATION OF PLUMBING 
EQUIPMENT, A40. 

American standard plumbing code; mini- 


mum requirements for plumbing. Spon- 
sors: The American Public Health Asso- 
ciation [ Sag hs he American Society of 


Mechanical Engineers. 87p. illus. 
(ASA A40.7-1949) © The American 


Library of Congress 
Copyright Office 





AMERICAN STANDARDS ASSOCIATION. 
SECTIONAL COMMITTEE ON MINIMUM 
REQUIREMENTS FOR PLUMBING AND 
STANDARDIZATION OF PLUMBING 
EQUIPMENT, A 40, 

Anerie standard plumbing code, (Card 


Society of Mechanical Engineers, New 
York; 15Mar49; A31155, 
1, American Public Health Association. 


Library of Congress 
Copyright Office (Cont, on next card 





AMERICAN STANDARDS ASSOCIATION 
SECTIONAL COMMITTEE ON MINIMUM 
REQUIREMENTS FOR PLUMBING AND 
STANDARDIZATION OF PLUMBING 


EQUIPMENT, A 40, 
American standard plumbing code. (Card 


Il. American Society of Mechanical 
Engineers, 


Library of rr & 
Copyright ice C g/ mg 





AMERICAN SOCIETY OF MECHANICAL 

ENGINEERS. 

American standard preferred 
thicknesses for uncoated thin 
American Society of Mechanical 
Engineers. Sectional Committee — 
on Standardization of wire 
Diameters and Metal Thicknesses. 
Subcommittee on Wire and sheet 
Metal Gages. 





SOCIETY OF MECHANICAL ENGINEERS,» 
standard punch and die seta, 
for tyioepost punch=presr tools. 
ASA P5e25"1950. uw Pes Sliuse 
© The American Society of Mechanical 
Ingineers, Now Yorks 5lilay503 


AA152087 





American Society of Mechanical 
Engineers. 


AMERICAN STANDARDS ASSOCIATION. 
SECTIONAL COMMITTEE (B5) ON THE 
STANDARDIZATION OF SMALL TOOLS 
AND MACHINE TOOL. 

American standard reamers, one of a 
series of standards for smali tools and 
machine tool elements. Sponsors: Metal 
Cutting Tool Institute, Society of Auto- 
motive Engineers, National Machine Tool 
Builders’ Assn. — the American 
Society of Mechanical Engineers. 46 p. 


Library of Congress & : 
Copyright Office Cont. on next card) 





AMERICAN STANDARDS ASSOCIATION. 
SECTIONAL COMMITTEE (B5) ON THE 
STANDARDIZATION OF SMALL TOOLS 
AND MACHINE TOOL. 

American standard reamers. 


(Card 2) 


illus. (ASA B5. 14-1949) © The 
American ey iey of Mechanical Engineers, 
New York; 28Jul49; A34682. 

I, American Society of Mechanical Engineers. 


Library of Congress 
Copyright Office 





ep/ mn 


AMERICAN SOCIETY OF MECHANICAL ENGINEERS. 
American standard ring-joint gaskets 
and grooves for steel pipe flanges. 
AA213896~6 SEE American Standards 
Association. Sectional Committee 
Bl6e Subcommittee Noe 3- 





AMERICAN SOCIETY OF MECHANICAL 

ENGINEERS. 

American standard rotating air 
cylinders and adapters, SEE 
American Standards Association, 
Sectional Committee BS. Technie 
cal Committee no. ll, 





AMERICAN SOCIETY OF MECHANICAL 
ENGI NEERS+s 
American standard round head bolts. 
AA211948, SEE American Standards 
Association. Sectional Committee 
B18, Subcommittee Noe 5. 





American Society of Mechanical Enginesrs. 


AMERICaN STANDARDS ASSOCIaTION. 
SECTIONaL COMMITTEE ON SAFETY CODE 
FOR CONVEYORS, CaBLEWAYS, AND 
RELATED EQUIPMENT, B20. 

American standard safety code for 
conveyors, cableways, and related 
equipment, approved by American 
Standards Assn., Oct., 197. 
Sponsor organizations, National 
Conservation Bureau [and] American 
Society of Mechanical Engineers, 
55 pe illus. © American Society 
of Mechanical famineers, New York; 
Library of Congress (cont. on next 
Copyright Office card) 





American Society of Mechanical 
Engineers. 

AMERICAN STANDARDS ASSOCIATION. 
SECTIONAL COMMITTEE ON SAFETY CODE 
FOR CONVEYORS, CABLEWsAYS, AND 
RELATED EQUIPMENT, B20. 

American standard safety code for 
conveyors, cableways, and related 
equipment ... (Card 2) 


15Jan8 (in notice: 19:7); Al623\. 


I. association of Casualty and 

Surety Companies, New York. National 

Conservation Bu mu. If. American 

SACd CEE OF eas Mechanical Engi- 
Copyright Office neers. 





AMERICAN SOCIETY OF MECHANIGAL 
ENGINEEBRSs 
american standard safe code for 
industrial power truck#. ASA B56. 
1+1950. 51 Des illus. The 
American Society of Mechanical 
ene New Yorks 22Aug50; 


& SEP 14 1950 





AMERICAN SOCIETY OF MECHANICAL 

ENGINEERS. 

American standard safety code for 
mechanical power-transmission 
apparatus. A95i.63. SEE American 
Standards Association. Sectional 
Committee B15. 





American Society of Mechanical Engineers, 


AMERICAN STANDARDS ASSOCIATION. SEC=- 
TIONAL COMMITTEE ON A SAFETY CODE 
FOR ELEVATORS. 

American standard safety code for 
private residence elevators. 
Part 5 of American standard safety 


code for elevators (A17.1) Spon- 
sors: American Institute of 
Architects, National Bureau of 
Standards, the American Society of 
Mechanical Engineers. 22 p. © The 


Cont'd. on next, card. 


Library of Congress 
b 
A99000. © iM 





AMERICAN STANDARDS ASSOCIATION. SEC=- 
TIONAL COMMITTEE ON A SAFETY CODE 
FOR ELEVATORS. 

American standard safety code for 
private residence elevators.... 
Card 2. 


American Society of Mechanical 
Engineers; 16Ju153; A99000. 


I. American Institute of Architects. 
II. American Society of Mechanical 
Library of Congress a Engineers. 


bj/e 


r 





AMERICAN SOGIBTY OF MECHANICAI 
ENGINEERS. 
American standard single point tools 
and tool postas ASA 25922-1950» 
31 pe, illuss © The American 
Society of Mechanical Ingineors, 
New York; 21Aug503 A661. 


SEP 14 1950 





AMERICAN SOCIETY OF MECHANICAL ENGINEERS. 
American standard small solid 
rivets. SEE American Standards 
Associations Sectional Comittee 
B1l8e Subcommittee NOs le 





AMERICAN SOCIETY OF MECHANICAL 

ENGINEERS « 

American standard socket head. cap 
sorews and socket set screws. 
SEE American Standards Association. 
Sectional Committee on the 
Standardization of Bolts, Nuts, 
Rivets, Screws, and Similar 
Fasteners, B18. Subcommittee No» 
9 on Socket Head Cap and Set 
Sorews e 





AMERICAN SOCIETY OF MECHANICAL 

ENGINEERS. 

American standard spindle noses and 
adjustable adapters for multiple 
spindle drilling heads. SEE Amer- 
ican Standards Association. Sec- 
tional Committee on Small Tools 
and Machine Tool Elements, BS. 
Technical Committee no, 18. 


e 





American Society of Mechanical Engineers. 


AMERICAN STANDARDS ASSOCIATION. SEC- 
TIONAL COMMITTEE ON THE STANDARDI- 
ZATION OF SMALL TOOLS AND MACHINE 
TOOL ELEMENTS, B5. 

American standard spindle noses for 
tool room lathes, engine lathes, 
turret lathes, and automatic 
lathes [developed by Technical 
Committee No. 4 on Spindle Noses 
and Collets for Machine Tools ap- 
pointed by Sectional Committee B5 


Libeacy of Copies & (continued on next 
if 
Copyright Office card ) A155938 





AMERICAN STANDARDS ASSOCIATION. SEC- 
TIONAL COMMITTEE ON THE STANDARDI- 
ZATION OF ... (Card 2) 

American standard spindle noses for 
tool room lathes, 


on the Standardization of Small 


Tools and Machine Tool Elements of 
the American Standards Association] 
50 p. © American Society of 
Mechanical Engineers; 60ct54; 
A155938. 


Library of Congress & 
Copyright Office b/ v 





AMERICAN STANDARDS ASSOCIATION. SEC- 
TIONAL COMMITTEE ON THE STANDARDI- 
ZATION OF... (Card 3) 

American standard spindle noses for 
tool room lathes, 


I. American Society of Mechanical 
Engineers. 


Library of Congress & bk 


Copyright Office 





AMERICAN SOCIETY OF MECHANICAL 

ENGINEERS. 

American standard spindle noses and 
arbors for milling machines. 
A93663. SBE American Standards 
Association. Sectional Comite 
tee BS. Technical Committee 
Noe ro 





AMFRICAN SOCIETY OF MECHANICAL 
ENGINEERSs 
American standard stainless steel 
ASA B36.19-1952. New York 
5 pe [Apple author: 
Subcommittee no. 2 on Stainless 
Steel Pipe of Sectional Committee 
on Yrought-Steel and Wrought-Iron 
Pipe & Tubing, B36] © The American 
Society of Nechanical Engineers; 


30Apr52;3; A66278. 





AMERICAN SOCIETY OF MECHANICAL 
ENGINEERSs 
american standard steel buttewelde 
ing fittingss ASA Bl6.9-1951l. 
1h pe, illuae © The American 
Society of Mechanical ineers, 
New Yorks 23éay5iz AA1&1,68),. 





AMERICAN SOCIE TY OF MECHANICAL 

ENGINEERS ©. 

American standard steel pipe fla 
and flanged fittings. ASA Bléee~ 
19:9 ut a NOs le New 
York ea 10 pe, illus. 
© 25Mayl9s ek J 





AMERIGAN SOCIETY OF MECHANICAL ENGI- 


NEERS. 

American standard steel pipe flanges 
and flanged fittings. SEE Ameri- 
can Standards Association. Sec- 
tional Committee B16. Subcom- 


mittee No. 3. 





American Society of Mechanical 
Engineers. 


AMERICAN STANDARDS ASSOCIATION. 
SECTIONAL COMMITTEE (B5) ON THE 
STANDARDIZATION OF SMALL TOOLS 
AND MACHINE TOOL ELEMENTS. 
American standard straight cut-off blades 

for lathes and screw machines; one of a 


series of standards for small tools and 
machine tool elements. Sponsors: Metal 
Cutting Tool Institute, Society of Automo- 
tive Engineers, National Machine Tool 
Builders’ Association, the American 


Library of Congres. 


ee s (Cont, on next card) 





AMERICAN STANDARDS ASSOCIATION. 
SECTIONAL COMMITTEE (B5) ON THE 
STANDARDIZATION OF SMALL TOOLS 
AND MACHINE TOOL ELEMENTS. =~ 
American standard straight cut-off ... 

(Card 2) 


Society of Mechanical Engineers. 6 p. 
illus. (ASA B5. 21-1949, UDC 621.937) 
© The American Society of Mechanical 
Engineers, New York; 17Mar49; A30920. 
I. American Society of Mechanical 
Copyright Office Engineers. 
unb/ mg 





AMERICAN SOCIETY OF MECHANICAL ENGINEERS. 
American standard stub acme screw 
threadse AA21i:626. SEE American 
Standards Associatione Sectional 
Committee Ble Subcommittee Nos 2 





AMERICAN SOCIETY OF MECHANICAL 

ENGINEERS. 

American standard track bolts and 
nuts. A76723. SEE American 
Standards Association. Sectional 
—— B18. Subcommittee 
Nos © 





AMERICAN SOCIETY OF MECHANICAL 

ENGINEERS» 

American standard twist drills, - 
Straight shank and taper shanks 
ASA B5el12-1950. 19 De © The 
American Society of Mechanical 
Ingineers, New Yorks LOMay50% 
AA150510, 





American Society of Mechanical 

Engineers. 

AMERICAN STANDARDS ASSOCIATION. 
SECTIONAL COMMITTEE ON STANDARDI- 
ZATION AND UNIFICATION OF SCREW 
THREADS, B 1. 

American standard unified and American 
screw threads for screws, bolts, nuts and 
other threaded parts. Sponsors: Society of 


Automotive Engineers [and] the American 
Society of Mechanical Engineers. 99 p. 
illus. (ASA B1. 1-1949) © The American 


(Cont. on next card) 
Library of Congress 
Copyright Office @ A33185 egm/ r 





AMERICAN STANDARDS ASSOCIATION. 
SECTIONAL COMMITTEE ON STANDARDI- 
ZATION AND UNIFICATION OF SCREW 
THREADS, B 1. 

American standard unified... (Card 2) 


Society of Mechanical Engineers, New 
York; 23May49; on revisions; A33185. 


I. Society of Automotive Engineers. 
Il. American Society of Mechanical Engineers. 


Library of Congress 


Copyright Office 6 egm/ r 





AMERICAN SOCIETY OF MECHANICAL ENGI-<- 
NEERS 


American standard wrought-copper and 
wrought-bronze solder-joint fit- 
tings. AA203732,. SEE American 
Standards Association. Sectional - 
Committee B16. Subcommittee No. 9. 


S Revised jyL1 0 1952 





AMERICAN SOCIETY OF MECHANICAL 

ENGINEERS » 

American standard wrought-steel 
and wrought-iron pipe. ASA B36. 
10-1950, 12 pe, iliusa, © The 
American Society of Mechanical 
Engineers, New York; lUApr50; 





AMERICAN SOCIMTY OF MECHANICAL 
ENGINEERS. 
Appendix to steam turbines. Power 

test codes, 1919. 85 pe 

© The American Society of 
Mechanicel ineers, New York; 
LlFebl.9s AAL06756. 





AMERICAN SOCIETY OF MECHANICAL 
ENGINEERS, 
Centrifugal, mixed flow and axial flow, 
compressors and exhausters, [At head 
of title] Power test codes, 1949, 
PTC 10-1949, [Issued in 1934 under 
title: Test code for centrifugal compres- 


sors and exhausters, Revised test code 

approved Apr, 9, 1948 and adopted by 

the Council of ASME Oct, 18, 1949] 

43 p. © on revisions; The American 

Society of Mechanical Engineers, New 
Library of Congress © (cont. on next card) 


Copyright Office OCT16 1 
AA135987 egm-r Go 





AMERICAN SOCIETY OF MECHANICAL 
ENGINEERS, 
Centrifugal, mixed flow and... (Card 2) 


York; 23Nov49; AA135987, 


I, American Society of Mechanical Engi- 
neers. Power Test Codes Committee 

no. 10 on Centrifugal and Turbo Compres- 
sors and Blowers. 


Library of Congress es ©8 |r 


Copyright Office 





AMERICAN SOCIETY OF MECHANICAL 
ENGINEERS. 
Centrifugal, mixed flow and axial 

flow compressors and exhausters.e 
Power test codes, 1992 PIC 10-1919. 
15 | «> tlliue. © The American 

ety of Mechanical Engineers, New 
Yorks 23Now93 AAL35987. 


© 





AMERICAN SOCIETY OF MBCHANICAL 

ENGIN SERS. 

Centrifugal pumps power test codes. 
SEE American Society of Mechanical 
Engineers. Power Test Codes 
Committee no. 8 on Centrifugal 
Punips. 





American Society of Mechanical 


AMERICAN SOCIETY OF MECHANICAL, 

oe i ali OIL AND GAS POWER DIVI- 
LON. 

Diesel fuel oils; production, characteris- 
tics, and combustion. Lectures delivered 
at 19th A.S.M.E. National Oil and Gas 
Power Conference, May 20,1947. 128 p. 
illus. © The American Society of 
Mechanical Engineers, New York; 
10May48; A33428. 


I. American Society of Mechanical Engineers. 


Library of Congress 
Copyright Office @ egm/ 5 ig 





AMERICAN SOCIETY OF MECHANICAL ENGI- 

NEERS. 

Displacement compressors, vacuum 
pumps, and blowers. 48 p. Appl. 
title: Power test code for dis- 
placement compressors, vacuum 


pumps, and blowers. © American 
Society of Mechanical Engineers; 
QApr543; A141980. 


I. Title. 
II. Title: Power test code for dis- 
: placement compres- 
Library of Congress sors, vacuum pumps, 
po WOPyright Office and blowers 





AMERICAN SOCIETY OF MECHANICAL 

ENGINEERS « 

Gas transmission and distribution 
piping systems. AA227135~. SEE 
American Standards Association. 
Sectional Committee on Code for 
soa Piping, B31. Subcommittee 

- 8 on Gas Transmission and 
Distribution Pipinge 





Y OF MECHANICAL 


a 


AMERICAN SOCIET 
ENGINEERS» 
Hydraulic prime movers, Power test 

codes, 1949. 29 pe, illus, 
w The American Society of Mechani-«- 
cal Engineers, New York; 2ljAugl9; 


AA129759« 





AMERICAN SOCIETY OF MECHANICAL 

ENGINEERS. 

industrial engineering terminology. 
American Society of Mechanical 
Engineers, Work Standardization 
Comsittee. Appl. author: Work 
Standardization Committee of. 
the ASME Management Division. 
© The American Society of Mechani- 
cal Engineers; 25Jun53; A97553. 





AMERICAN SOCIETY OF MECHANICAL 

ENGINEERS. 

Internal-combustion engines. PTC 17- 
1949, [At head of title] Power test 
codes, 1949. [Origts y pub. in 1901 un- 
der title: Test code for internal-combus- 


‘tion engines. Approved and adopted by 

the Council of ASME, Feb 17, 1949] 

50 p. © The American Society of 
Mechanical Engineers, New York; 11Mar49, 
on revision; A31151. 


Library of Congress & sma/ rk 


Copyright Office 





American society of tiechanical engineers, 


Low-pressure heating bollerse Sec. , 


1946 od, © American society of mechanics 
engineers, New York; 19Declh6; AA32121, 





American Society of Mechanical Engineers. 


AMERICAN SOCIETY OF MECHANICAL 
ENGINEERS; RESEARCH COMMITTEE ON 
METAL CUTTING DATA AND BIBLIOG- 
RAPHY. 

Manual on cutting of metals, with single- 
point tools. 2ded. [New York] 1952 
[i.e. 1953] 546 p. illus. © on revisions; 
The American Society of Mechanical 
Engineers; 28Jan53 (in notice: 1952); 
A80473. 


Library of Congress 
Copyright Office 


I, American a of Mechanical Engineers. 


iL 





AMERICAN SOCIETY OF MECHANICAL 
ENGINEERS. 
Material specifications: ASME boiler 
and pressure vessel.code, 
section II. Report of subcom- 
mittee of Boiler Code Committee 


on material specifications. 

1952 ed. 430 p. © American 
Society of Mechanical Engineers}; 
24Apr543 A156839. 


Library of Congress i 


Copyright Office 





American soclety of mechanical engineers, 
Material specificatio: eee ASHE 
boller construction code eee Sete 2, 
1946 ed. © Amorican society of mechant- 
cal engineers, New Yorks 2l1Apri:73 AA3)138 





AMERICAN SOCIETY OF MECHANICAL 

ENGINEERS. 

Material specifications; section II, ASME 
boiler construction code, 1949 ed, Re- 
port of subcommittee of Boiler Code 
Committee on material specifications (to 


be used with sections I, III, IV, V, and 
VIII) 683 p. illus. © on revisions; 
The American Society of Mechanical 
Engineers, New York; 31May50; A44821, 


wL 1 8 1950 


Library of Congress 
Copyright Office br/ms 





AMERICAN SOCIETY OF MECHANICAL 

ENGINEERS. 

Mechanical catalog, 195. ch3a 
annual vol.a © The American 
Society of Mechanical Engineers; 
30Sep533; A110427. 





AMERICAN SOCIETY OF MECHANICAL 
ENGINEERS » 
Mechanical canines 1955. 
{uth annual ed.} 679 p. 
© American ad of Mechanical 


Engineers; 30Sep A158976. 





AMERICAN SOCIETY OF MECHANICAL 
ENGINEERS « 
Nonmetallic gaskets for pipe flanges. 
ASA B16.21-1951. Wew York 19522 
5 p» © The American Society of 
Mechanical Engineers; 3apr523 
&£A210293. 





AMERICAN SOCIETY OF MECHANICAL ENGINEERS. 
Porosity stendards of the boiler 
construction code, formmlated by the 
Boiler Code Committee, New Yori 
{1952] lve illus. ©The American 
Society of Mechanical Engre.; 
2Jan523 AA202115.- 


cep 12 1952 





AMERICAN SOCIETY OF MECHANICAL 

ENGINEERS « 

Qualification standard for welding 
procedures, welders, and welding 
operators. SEE American Society 
of Mechanical Engineers. Boiler 
and Pressure Vessel Committee. 





AMERICAN SOCIETY OF MECHANICAL 

ENGINEERS. 

Qualification standard for welding 
procedures, welders, and welding 
operators. ASME boiler and 
pressure vessel code section 9. 
Formulated by the Boiler Code 
Committee. 1952 ede New York 
€19523 2k pe illuse © on 
revisions; The American Society 
of Mechanical Engineers; 19Sep523 
AA22 3820.4 





American society of mechanical engineers. 

Rules for construction of boilers of locomotives; section m1, 
ASME Boiler construction code. 1946 ed. Report of Sub- 
committee of Boiler code committee on boilers of locomotives. 
New York ,1947, 


63 p. diagrs. 20™. 


1. Locomotive boilers. 


TJ642.A6 1947 621.133 47-21293 
Brief cataloging 


© 23Jan47; American society of mechanical engineers, New 
York; AA32874. 


Library of Congress 5 (3) br/ / lpk 





AMERICAN SOCIETY OF MECHANICAL 

ENGINEERS. 

Rules for construction of boilers of loco- 
motives; section III, ASME boiler con- 
struction code. 1949 ed. Report of sub- 
committee of Boiler Code Committee on 
boilers of locomotives. 63 p._ illus. 


© on additions; The American Society of 
Mechanical Engineers, New York; 
1Mar50; A42476. 


Library of Congress 
Copyright Office @ 





AMERICAN SOCIETY OF MECHANICAL 

ENGINEERS. 

Rules for construction of low-pressure 
heating boilers; section IV, ASME boiler 
construction code. 1949 ed. Report of 
subcommittee of Boiler Code Committee 
on heating boilers. 5lp. illus. ©on 
additions; The American Society of 
Mechanical Engineers, New York; 
1Mar50; A42474. 


Library of Congress ce 
Copyright Office sh / r 





AMERICAN SOCIETY OF MECHANICAL 3 


ENGINEERS « 
Rules for construction of boilers 


of locomotives. A&6688. SEE 
American Society of Mechanical 
Engineers. Boiler Code Committee 
on Boilers of Locomotives. 





AMERICAN SOCIETY OF MECHANICAL 

ENGINEERS, 

Rules for construction of low- 
pressure heating boilers: ASME 
boiler and pressure vessel cofe, 
section IV. Report of subcommittee 
of Boiler Code Committee on low- 
pressure heating boilers. 


1952 ed. 29 p. © American 
Society of Mechanical Engineers; 
17Nov53; A156840. 


Library of Congress Revised 


Copyright Office e bs 





American society of mechanical engineers. 

Rules for construction of miniature boilers; section v, ASME 
Boiler construction code. 1946 ed. Report of Subcommittee 
of Boiler code committee on miniature boilers. New York 
11947, 


19 p. illus. 20™. 


1, Steam-boilers. 2. Pressure vessels. 1. Title: Miniature boilers. 

TJ290.A73 1947 621.1845 47-21294 

Brief cataloging 

© 15Jan47; American society of mechanical engineers, New 
York; AA32873. 


Library of Congress e 3 \Oe | m 





AMERICAN SOCIETY OF MECHANICAL 

ENGINEERS, 

Rules for construction of miniature boilers; 
ASME boiler and pressure vessel code, 
section V. 1952 ed. Report of subcom- 
mittee of Boiler Code Committee on 


miniature boilers. New York [1953] 

12 p. illus. ©onrevisions; The Ameri- 
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er Code Committee on miniature boilers. 
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ican Society of Mechanical Engineers, 
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committee of Boiler Code Committee on 


power boilers. New York [1953] 142 p. 
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Society of Mechanical Engineers; 24Apr53; 
A92541. 
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boller construction code. I9L9 ed. 
Report of subcommittee of Boiler 
Code Cormittee on unfired pressure 
vessels. 196 pe, illus. The 
American Society of Mechanical 
Engineers, New York; 10Sep50; 
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American Society of Mechanical 
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AMERICAN STANDARDS ASSOCIATION. 
SECTIONAL COMMITTEE ON SAFETY 
CODE FOR MANLIFTS, A90. 
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ciation of Casualty and Surety Companies 
[and] the American Society of Mechanical 
Engineers. 22p. illus. (ASA A90.1- 


1949) © The American Society of Me- 
chanical Engineers, New ‘lene 25Jan50 
(in notice: 1949); A40602. yan 1 0 1950 
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AMERICAN SOCIETY OF MECHANICAL ENGI- 
NEERS. APPLIED MECHANICS DIVISION. 
Shock and vibration instrumentation; 
symposium at the 17th Applied 
Mechanics Division conference of 
the ASME held at Penn State Col- 
lege, State College, Pa., June 19- 
21, 1952. 85 p. © American 
prise: | of Mechanical Engineers; 
150ct543 A147184. 


I. American Society of Mechanical 
Engineers. 


Copyright Office or ” a 
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NEERS. 

Solid fuels. [Rev.] 52 p. Appl. 
title: Power test code for solid 
fuels. © American Society of 
Mechanical Engineers; 9Apr54; 
A141979. 
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AMERICAN SOCIETY OF MECHANICAL 
ENGINEERS. 
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ASA B18.2-1952. New York £19523 
35 p. illus. .© The American 
Society of Reofenicat Engineers; 
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Standard qualification for welding 
procedure and welding operator. 
Section 9, ASME boiler construc- 
tion code. 199 ed. Formulated 
by the Boller Code Committee. 

Pe, illus. © The American 
Society of Mechanical Engineers, 
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Turbines] 93p. illus. © The 
American Society of Mechanical Engi- 
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accidental explosions; a manual for 
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American Society of Mechanical 
Engineers, New York; 2Dec47; A33475. 


I. American Society of Mechanical 
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Suggested rules for care of power 
boilers. SEE American Society 
of Mechanical Engineers. Boiler 
and Pressure Vessel Committee. 
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Suggested rules for care of power 
boLllers, Section 7, ASME boiler 
construction code. 199 ed. 
Report of subcommittee of Boiler 
Code Committee on care of steam 
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sels in service, 64 ps © The 
American Society of Mechanical 
Engineers, New York; 5Feb50; 
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American Society of Mechanical 
Engineers, New York; 23Sepl,93 
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AMERICAN SOCIETY OF MECHANICAL ENGI- 
NEERS. RESEARCH COMMITTEE ON 
LUBRICATION. 

Viscosity and density of over 40 
lubricating fluids of known compo= 
sition at pressures to 150,000 psi 
and temperatures to 425 F3; a report 
prepared with the assistance of the 
Advisory Board on Pressure 
Viscosity of the American Society 
of Mechanical Engineers. 2 v. 


Library of Congress : ( Cont'd. next card) 
A100486. J Jom 
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© The American Society of Mechani- 
cal Engineers; 26Jun53; A100486. 


I. American Society of Mechanical 
Engineers. 
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HERSEY, MAYO DYER. 

Viscosity of lubricants under pres- 
sure: coordinated data from twelve 
investigations, by Mayo D. Hersey 
and Richard F, Hopkins for the 
ASME Research Committee on Lubri- 
cation. 87 p. © American Soci- 
ety of Mechanical Engineers}; 
1Mar543; A141981. 
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Copyright Office 
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Shock and vibration instrumentation; 

symposium at the 17th Applied 
Mechanics Division conference of 
the ASME held at Penn State Col- 
lege, State College, Pa., June 19- 
21, 1952. 85 p. © American 
Society of Mechanical Engineers; 
150ct543; A147184. 
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AMERICAN SOCIETY OF MECHANICAL 
ENGINEERS« EOILER AND PRESSURE 
VESSEL COMMITTEE .- 

Qualification standard for welding 
procedures, welders, and welding 
operators. ASME boiler and 
pressure vessel code section 9. 
1953 ede 37 pe © American 
Soc — of Mechanical Engineers; 





AMERICAN SOCIETY OF MECHANICAL 
ENGINEERS>s BOILER AND PRESSURE 
VESSEL COMMITTEE. 

Suggested rules for care of power 
boilers. ASME boiler and 
pressure vessel code section VII- 
194 ed. 52 pe © American 
Society of Mechanical Engineers; 





AMERICAN SOCIETY OF MECHANICAL 


ENGINEERS. BOL CODE COMMITTEE 
ON BOILERS OF COCOROSTVES.. 
Rules fé6r construction of boilers 


of locomotives. 1952 ed. New 
York, American Society of Mechani- 
cal Engineers. 35 p. illus. 
(ASME boiler and pressure vessel 
code, section 3) © on revisions; 


The American Society of Mechanical 
Engineers; 13Mar53; a86688. 
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ENGINEERS « en ven COMMITTEE 
ON UNFIRED PRESSURE SELS. 

Rules for construction of unfired 
pressure vessels. 1952 ed. New 
York, American Society of Mechani- 


cal Engineers. 183 p. illus. 
(ASME boiler and pressure vessel 


code, section 8) © on revisions; 
The American Society of Mechanical 
Engineers; 1lrebS53; A86689. 
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ASME standard one-piece metallic 
piston ringse 5 pe © American 
Society of Mechanical Engineers; 
27Sep54; A154.320. 
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Engineers. 
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SMALL PLANT COMMITTEE. 

Small plant management, a guide to 
practical, know-how management, A 
Small Plant Committee research study, 


edited by Edward H. Hempel, chairman. 
ist ed. New York, McGraw-Hill. 

548 p. illus. © The American Society 
of Mechanical Engineers; 27Sep50; 
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I. Hempel, Edward 
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AMERICAN SOCIETY OF MECHANICAL 
ENGINEERS. METALS ENGINEERING 
HANDBOOK BOARD. 

ASME handbook. Vol. 1: Metals 
engineering, design; edited by 
Oscar J. Horger. 405 p. © The 
American Society of Mechanical 
Engineers; 5Nov53; A1l12639. 


I. Horger, Oscar John, ed. II. Ameri- 
can Society of Mechanical Engineers. 
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AMERICAN SOCIETY OF MECHANICAL ENGI- 
NEERS. METALS ENGINEERING HANDBOOK 
BOARD, 

ASME handbook. [Vol. 2]: Metals 
properties, edited by Samuel L. 
Hoyt. McGraw-Hill. 433 p. 
© American Society of Mechanical 
Engineers; 7May54; A136497. 


I. Hoyt, Samuel L., ed. 
II. American Society of Mechanical En- 
gineers. . 
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ENGINEERS. OIL AND GAS POWER DIVI- 
SION. 

Diesel fuel oils; production, characteris- 
tics, and combustion. Lectures delivered 
at 19th A.S.M.E. National Oil and Gas 
Power Conference, May 20, 1947. 128 p. 
illus. © The American Society of 
Mechanical Engineers, New York; 
10May48; A33428. 
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AMERICAN SOCIETY OF MECHANICAL 
ENGINEERS; PLANT LAYOUT STANDARDS 
COMMITTEE. 

ASME standard plant layout, templates and 
models. 7p. © The American Society 
of Mechanical Engineers, New York; 
23Mar49; A31197. 
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AMERICAN SOCIETY OF MECHANICAL 
ENGINZERS. POWER TEST CODE 
COMMITTEE NO. 8 ON CENTRIFUGAL 
PUMPS. ‘ 
Centrifugal pumps power test 

codes. 23 pe Appl. title: 
Power test code for centrifugal 
pumps. NM: revisions, © Ameri«- 
can Society of Mechanical 
Engineers; SMay5h3; A1i1766. 
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Test Codes Committee no. 10 on Centrifugal and 


Turbo AMERICAN SOCIETY OF MECHANICAL 
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of title] Power test codes, 1949. 
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title: Test code for centrifugal compres- 
sors and exhausters, Revised test code 
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43 p.. © on revisions; The American , ¢ wx 
Society of Mechanical Engineers, New 
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Viscosity and density of over 40 
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and temperatures to 425 F; a report 
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prepared with the assistance of the 
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of Mechanical Engineers. 2 v. 
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© The American Society of Mechani~ 
cal Engineers; 26Jun53; A100486. 
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The American Society of Mechanical 
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A80473. 
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ENGINEERS. SECTIONAL COMMITTEE ON 
STANDARDIZATION OF WIRE DIAMETERS 
AND METAL THICKNESSES. SUBCOMMITTEE 
ON WIRE AND SHEET METAL GAGES. 
American standard preferred thick- 

nesses for uncoated thin flat 
metals. ASA B32.1-1952. wWew 
York ¢19522 5 p. © The American 
Society of Mechanical Engineers; 
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AMERICAN SOCIETY OF MECHANICAL ENGI- 
NEERS. STANDARDIZATION COMMITTEE. 
ASME scréW thread manial. <A shop 

and drafting room abridgment of 
the American-Unified standards 
for screw threads and their gages. 
Edited by Henry R. Cobleigh. 

clst ed.3 New York, American 
Society of Mechanical Engineers. 
62 p. illus. © The American 
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AMERICAN SOCIETY OF REFRIGERATING 
ENGINEERS, SEE 
The Refrigerating data books 
Refrigeration applications vol- 
ume, 34 eds 1950, AALOL1705 





AMERICAN SOCIETY OF REFRIGERATING 

ENGINEERS. 

Technical papers of the 0th 
semiannual meeting, ASRE, 
July 10 through July 14, 195k, 
Seattle, Washington. 63 p,. 
Appl. author: Barbara Belcher. 
© American nage | — 
ti Engineers; 25Jun5l3 
A145)85. 





AMERICAN SOCIETY OF REFRIGERATING 
ENGINEERS. 


See 


ASHRAE journal. 





AMERICAN SOCIETY OF SAFETY ENGINEERS. 

American standard safety code for 
wood ladders; sponsor, American 
Society of Safety Engineers. 
Approved April 2, 1948. 15 p. 
(American safety standards. ASA 
A14.1-1948) © American Standards 
Assn., New York; 23Apr48; A23456. 


I. American Standards Assn. 


Library of Congress S 
Copyright Office 





AMERICAN SOCIETY OF SAFETY ENGINEERS. 
Final report on the A. S. S. E. re- 

search project, Safety belts, 
harnesses and accessories. cPref. 
signed: F. A. Yan Attaz Chicago, 
Wational Safety Council, c1952. 
22 p. ilius. © National Safety 
Council; 10ct52; AA228193. 





American Society of Safety Engineers. 
Plastic eye protectors; final report on the A. S. S. E. research 
project. Chicago, American Society of Safety Engineers, En- 


gineering Section, National Safety Council ,1947, 
viii, 61 p. illus., diagrs. 28 cm. 
Prepared by Eilene Weakly. 


© 26May47; National Safety Council, inc.; AA54129. 


1. Eye—Protection. 2. Plastic materials—Testing. 1. National 
Safety Council. nm. Title. 


TP986.5.E9A5 668.4 47-29341* 
Library of Congress 
Copyright (3) 


e 





AMERICAN SOCIETY OF SAFETY ENGINEERS. 
Where is your safety engineer? A 

survey on the organizational 
position of the safety engineer in 
American industry. 30 p. Appl. 
author: Mary Elizabeth Cawthon. 
© Society for Advancement of 
Management; 22Ju153; A106945. 


I. Cawthon, Mary Elizabeth. 


Cont'd. on next card. 


Library of Congress & 
bj 





AMERICAN SOCIETY OF SAFETY ENGINEERS. 
Where is your safety engineer..... 
Card 2. 


II. Society for Advancement of Manage- 
ment. III. Title. IV. Title: The 
Organizational position of the indus= 
trial safety engineer. 


A106945, 


Library of Congress ¢ 





AMERICAN SOCITTY OF SANITARY EN- 
GI NEFRING. 
Year book, 19),7. We 25e. 379 rz, 
illus. © 26Dech7; AA73042. 





AMERICAN SOCIETY OF SANITARY ENGINESRING. 
Year book, 1952. Vol. 30. 610 p. 
© American Society of Sanitary 
Engineering; 13Ju153; A103301. 





AMERICAN SOCIETY OF SONG WRITERS, 
See 


ASSW news. 


eo) Library of Congress 
Copyright Office 





AMERICAN SUCIETY UF SWEDISH ENGINEERS, 
SEE 


BULLETIN UF THE AMERICAN SUCIETY vF SWEDISH 
ENGINEERS. 


Library of Congress & Copyright Office 





AMERICAN SOCIETY OF TECHNICAL APPRAISERS, 
INC, 


SEE 


TECHNICALITIES. 


Library of Congress 


a Copyright Office 





AMERICAN SOCIETY OF TESTING MATERIALS BX 
BULLETIN. 


See 


ASTM bulletin. 





AMERICAN SOCIETY OF THE FRENCH LEGION 
OF HONOR, INC. 


See 


American Society Legion of Honor magazine. 


Library of Congress | 
Copyright Office 





AMERICAN SOCIETY OF TOOL ENGINEERS. 
Tool engineers handbook; a reference book 
on all phases of planning, control, design, 
tooling, and operations in the mechanical 
manufacturing industries. Frank W. 
Wilson, editor-in-chief. 1isted. New 


York, McGraw-Hill Book Co. 2070 p. 
illus. © American Society of Tool 
Engineers; 29Jul49; A34767. 


I. Wilson, Frank W., ed. 


Library of Congress & 
Copyright Office 





American society of tool engineers. 
~gee A. Se T. Ew directory. A9511. 





AMERICAN SOCIETY OF TOOL ENGINEERS. 
SEE 
TOOL ENGINEER, 


6 Library of Congress 
Copyright Office 





AMERICAN SOCIETY OF TRAINING DIRECTORS. 
SEE 


THE JOURNAL OF INDUSTRIAL TRAINING. 


Library of Congress 


& Copyright Office 





AMERICAN SOCIETY OF TRAINING DIRECTORS. 


SEE 


JOURNAL OF THE AMERICAN SOCIETY OF TRAINING 
DIRECTORS. 


Library of Congress 


a Copyright Office 





AMERICAN SOCIETY OF TRAVEL AGENTS. 
List of members, May 1950. 
71. pe © American Society of 
Travel Agents, inc.s, New York; 
26May50s AAL52623. 





AMBRICAN SOCIETY OF TRAVEL AGENTS. 
List of members, June 1951. 8 pe 
© on additions and deletions; 

American Society of Travel ofeeee” 


inc., New York; 4Sep51; AA196666. 





AMERICAN SOCIETY OF TRAVEL AGENTS. 
List of members, February 1952. 
New York, 01952. 96 p. [Appl. 
author: Banks Tobey] © on 
additions; American Society of 
Travel Agents, ince; 26Mar523 
AA216971. 





AMERICAN SOCIETY OF TRAVEL AGENTS. 
Members. Feb. l, 195. 88 pe 
Appl. author; Banks Tobey. 
© American Society of Travel 

Agents, inces 15Mar5l; A133699. 





AMERICAN SOCIETY OF TRAVEL AGENTS 
See 


ASTA travel news. 





AMERICAN SOCIETY OF TRAVEL AGENTS TRAVEL 
NEWS. 


See 


ASTA travel news. 





AMERICAN SOCTETY OF TRAVEL AGENTS, INC. 
see 


A. SS. T. A. travel news, 


a) Library of Congress 
Copyright Office 





AMERICAN SOCIETY OF TROPICAL MEDICINE 
AND HYGIENE. 


See 


American journal of tropical medicine and, 
hygienee 


© Library of Congress 


Copyright Office 





AMERICAN SOCIETY oF wuras C, 
My card of Americanism. Card, 
ilius. © USepl;93 on revisionss 


AA131907 





AMERICAN SOCIETY OF WHIGS ©. 

The ten rules of the American way of 
life, Condensed from Yashington's 
Farewell address. Annapolis, Nde,’ 
01919. Sheets © 2Sepli93; AA126602. 





AMERICAN SOCIETY OF X-RAY TECHNICIANS. 
SEE 
X-RAY TECHNICIAN, 


Library of Congress oS Copyright Office 
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AMBPRICAN SOCIOLOGICAL SOCIETY. 
See 


American sociological review. 


& Library of Congress 


Copyright Office 





American sociology. 


ODUM, HOWARD WASHINGTON. 
American sociology; the story of sociology 
in the United States through 1950. 
[ist ed.] 501 p. illus. © Longmans, 
Green and Co., inc., New York; 17Aug51; 
A57869. 


I. Longmans, Green and Co., inc. 


Library of Congress wena 
Copyright Office SEP 11 1954 





American sociology series, 


BURGESS, ERNEST WATSON. 

The family, from institution to com=- 
panionship [by] Ernest W. Burgess 
[and] Harvey J. Locke. 2d ed. 
(American sociology series) 729 p. 
© on revision & new materials; 
American Book Co.3 19Aug53; A103776. 


I. Locke, Harvey James, joint author. 
II. American Book Company. III. Title. 
IV. Title: American sociology series. 


Library of Congress @ b if 





American sociology series. 


.STROUP, HERBERT HEWITT. 

Social work; an introduction to the 
field. [2d ed.] (American 
sociology series) 695 p. ©on 
changes; American Book Co.; 
10Sep53; A105584. 


I. American Book Company. 
ii, TEES. 
III. Title: American sociology series. 


Library of Congress Se bj iE 





THE AMERICAN soldier: adjustment during 
army life, by Samuel A. Stouffer, Leland 
C. De Vinney, Shirley A. Star [and others] 
599 p. illus. (Studies in social psychol- 
ogy in World War II, v. I) © Princeton 
Univ. Press, Princeton; 23Mar49; A31543. 


I. Stouffer, Samuel A. 

II. De Vinney, Leland C. 

Ill. Star, Shirley A. 

IV. Princeton University Press. 


Library of Congress sma/ og 
Copyright Office 





THE AMERICAN soldier: combat and its 
aftermath, by Samuel A, Stouffer, Arthur 
A. Lumsdaine, Marion Harper Lumsdaine 
[and grace 675 p. illus. (Studies in 
social psychology in World War II, pre- 
pared and ed. under the auspices of a 
special committee of the Social Science 
Research Council, v. 2) © Princeton 


Univ. Press, Princeton, N. J.; 22Apr49; 
A34270. 


(Cont. on next card) 
Library of Congress 


Copyright Office ebc / r 





THE AMERICAN soldier: combat and its 
(Card 2) 


I. Social Science Research Council. 
II. Stouffer, Samuel A. 

III. Lumsdaine, Arthur A. 

IV. Lumsdaine, Marion Harper. 

V. Princeton University Press. 


A34270 


Library of Congress 
Copyright Office ebc /r 





THE AMERICAN SOLDIER; w, m & © Clare 
Karr 14Mar51 EU232356 


APR 18 1951 


Library of Congress 
Copyright Office 





An American soldier coming home, 
SEE Greathouse, Enoch Wright, 
My baby's coming home. 





American soldiers at home. 
Aversano, Nick. 





AMERICAN SOLDIERS AT WARs SEE Buchanan, 


Petere 





AN AMERICAN SOLDIER'S PRAYER; w, m & © 
Margaret Mary Di Berardino 12Apr54 
EU354383 


Di Berardino 


Library of Congress & 


Copyright Office 





American sone 
Lerario, Lewis 





Ameri¢an gongbag. 


M1629 SANDBURG, CARL, 1878- 

a) *New American songbag; [compiled and 
arranged by Carl Sandburg] © onnew: |. 
matter; Broadcast Music, inc., New York; 
26Dec50; EP53941. 


I. Title. Il. Title: American songbag. 


40k4 
Library of Congress JUN 7 6 195% 
Copyright Office 





The American songbag. (R) SEE 
Sendburg, Carl. 





American songs. 


M1551 PITCHER, GLADYS, 1890- 

-P55A5 (American songs) Ten American songs; 
arranged for treble voices by Gladys 
Pitcher. [With piano acc.] $1 © C. C. 
Birchard & Co., Boston; 20Apr51; 
AA181268, 


I, Title. I. Title: American songs. 


Library of Congress 3? 
Copyright Office xM1629” 





American Songster. 
M2629 WOLFE, JACQUES, ‘arr. 


W753 Jacques Wolfe's American Songster; 
17 American folk-songs in 
Ske AE Or se for medium voice 
and piano. © Carl Fischer, inc., 
New York; 8Sephi7; on arrangements; 
EP180@1. 


I. Title. II. Title: American Songster. 





Americen Songwriter's League. 
CHRISTMAS AND NEW YEAR w & m Harold 
Du Montier & Cecile Schnur 


(S} ry : ; 
i7Novh7 BU1031,20 


Library of Congress 
=" Oih 





American songwriter's league. 


Gossip; w Mellie Wilson, m Harold 
DuMontier. © American songwriter's 
league, Greenfield, Mass.; 8Aprl7; 
EU711,00. 


Library of Congress & 
Copyright Office 





American Songwriter's League. 
HARVEST MOON HAY RIDE w Lucy La Foun= 


taine, m Harold Du Montier, GC puior= 
14.7 


ican Songwriter'ts League 25Ju 
EU863 65 





American Songwriter's League, 

IT HaPPENED IN SEPTEMBER w Ruth 
Graveline, m Harold Du Montier 
© American Songwriter's League 
15S8eph7 EU9309 





American songwriter's league. 
Light in the harbor; w Cecile Schnur, m 
Harold DiMontier. © American song- 


writer! sague’*, Greenficld, Mass.; 
BAprhi7 ; BU7ILOG- 





American Songwriter's League. 

WHEN TWILIGHT ENDS THE DAY w Lucy 
La Fountaine, m Harold Du Montier, 
© American Songwr ' 
257July7 EUS64 





American soundingse (R) SEE 
Strachey, John Sts Loe. 





Mis 
1 


Siserist, Henry Ernest 

Medicine and health in the Soviet Union ;by, Henry E. 

Sigerist with the cooperation of Julia Older. New York, 
The Citadel Press ;1947, 
xix, 364 p. illus, 22 cm. 


A new ed. of the author’s Socialized medicine in the Soviet Union. 
“Medical, biologic and physiologic journals”: p. 345-347. 


© American-Soviet Medical Society, New York; 1Dec47; 
ao. is 


RA513.85 1947 614.0947 Med 47-2504 
U+S. Army Medical Libr. [W190.R7S574s 1947] 
for Library of Congress 
Copyright (47 





KK 1205 


American spangle corp., claimant. 

Sequins. (Dress, millinery and needlecraft 
trimmings) [New York, Printed by Harvest printing 
co.}] 61946. : 

sheet. 8 1/2 x 14 1/2cm. 


Label. 

Application author: Arthur Kowadlo. 

©) 12-19-45; 2 ¢ 2=17=46; New York; 
KK 1205. 


vf 4-26-46 = 


‘ 





American Spaniel Club. 
Craig, Ralph C 1889- 


Elementary spaniel field training. ,Albany?; American 
Spaniel Club ,1947, ~ 


cover-title, 20 p.,11. illus. 24cm. 


Bibliography : p. (21; 
1. Spaniels. 2. Dogs—Training. 1. American Spaniel Club. 


SF429.S7C7 636.75 Agr 47-334* 
© Ralph C. Craig, Albany ; 21Jun47; AA56600. 


U.S. Dept. of Agr. Library 48C84 
for Library of Congress (it 





American-Spanish syntax. 
KANY, CHARLES EMIL, 
American-Spanish syntax. 2d ed. 
[Chicago] University of Chicago Press, 
467 p. illus. © University of Chicago; 


9Jan51; A52281, er 1951 


I, Chicago. University. 


Library of Congress 
Copyright Office 





AMERICAN SPEAKERS & WRITERS BUREAU, 
INGe UG, New York. : 
Handbook for conservatives. Loose 
leaves. © 17Sepl7; AA63),87. 





American speakers club, inc, claimant 
Weekly forensic contest 


Foulds, Andrew K 





American species of Amelanchier. 


Jones, George Neville, 1904- 

American species of Amelanchier, with 14 maps and 23 
plates. By George Neville Jones ... Urbana, The University 
of Illinois press, 1946. 


126 p. incl. illus. (maps) xxm pl.on 121, 263™. (Added t.-p.: Tlli- 
nois biological monographs, vol. xx, no. 2) 


“Contribution from the Department of botany of the University of 


Illinois.” 
Includes bibliographies. 


© 20Febli6; publisher; A3311l. 


1. Amelanchier. 2. Botany—America. 


A 46—243 
Illinois. Univ. Library 


for Library of Congress QK495.A493J6 
S (46£3,+ 583.37 
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() Serial Record -3- = Ieee ee 
| Title American Speech. 
| Claimant Columbia 


n 





Am@€rican speech. 


American speech. . Vol. .26, Noe 4, Dec. 
© 4Feb52; B344730. Columbia University 
(PWH); 30ct8C; RE 67-008. 


*000703 21NOV80,CCY RE 67-008. 





American speech. 


v¥1818 P23 DOCUMENT 
American speech. Vol. 26, no. 4-v. 27, no. 
3, Dec. .1951-Oct. .1952. . RE 67-008 et ai. 
Assignment. 
FROM: Columbia University Press. 
TO: University of Alabama Press. 
RECORDED: 25Nov80 EXECUTED: 20Nov80 


*000813 16JAN81 ¥1818 P23 





American speech. 


American speech. Vol, .27, NG. 2, May 1952. 
© 3Nov52; B3€8118. Columbia University Press 
(PWH); 30ct80; RE 67-010. 


*000705 21NOV80,CCY BE 67-010. 





Am€rican speech. 


American speech. . Vol. -27, no .3, Oct. .1952. 
@ 9Dec52; B391341. Columbia University Press 
(PWH); 30ct80; RE 67-011. 


*000706 21NOV80,CCY RE 67-011. 





American speech. 


¥1818 P22 DOCUMENT 
American speech. Vol. 27, no. 4-v. 29, no. 
4, Dec. .1952-Dec. 1954. B403996 (1953) et al. 
Assignment. 
FROM: Columbia University Press. 
TO: University of Alabama Press. 


RECORDED: 25Nov80 EXECUTED: 20Nov80 


*000812 16JAN81 ¥1818 P22 





Ameérican speech. 


American speech. . VCle 27, DOs 4, Dece 1952. 
Ey Columbie University Press. € S$Feb53; 
B4039$96. . The University of Alabama: Press 
{PHEH); 2CApr8l; RE 89-926. 


*000S28 17J0L81,RLP BE 89-926€. 





American speech. 


American speech. . VOle 28, DO. 1, Feb. 1952. 
By Columbia University Press. € 16Feb53; 
B4UC7133. . The University of Alabama Press 
(PWE); 2CApr81; RE 89-927. 


*000929 1730L81,RLP 





American epeech. 


American speech. Vole 28, DOs 2,: May 1953. 
By Cclumbia University Press. € 17May53; 
B417481. The University cf Alabama Press 
(PWE); 20Apre€1; RE &9$-¢28. 


#000930 17JUL81,RLP BE €9-92€. 





American speech. 


American speech. . VOle 28,' £0. 3, Cct. 1953. 
Ey Columbia University Press. € 60ct53; 
B444957. The University of Alabama: Press 
(PWE); 20Apr&1; RE &°S-929. 


: RE €¢-$2%. 


*000931 1730L€1,RLP 





American speech. 


American speeck. . Vole 28,' nde 4, Dec. .1953- 
Ey Ccolumbie University Press. € 1€NovS3; 
B453363. The University of Alabama Press 
(PWH); 20Apré1; RE 6¢S-S30C. 


#000832 1730L&1,RLP FE €$-930. 





American speech. 


HEDDE, WILHELMINA GENEVAVA., — 
American speech, by Wilhelmina G. Hedde 
and William Norwood Brigance. 3d ed. 
596 p. illus. © oncorrections & addi- 
tions; J. B. Lippincott Co., Philadelphia; 
3May51; A55383. 


I, Brigance, William Norwood, joint author. 
II, Lippincott (J. B.) Co. 4 
3% 499 


jun 


Library of Congress sh/r 
Copyright Office 





American speech. 


Hedde, Wilhelmina Genevava. 

American speech. Revised. By Wilhelmina G. Hedde ... 
and William Norwood Brigance ... Philadelphia, New York 
rete.; J.B. Lippincott company (1946, 

xi, 596 p. illus. (incl. ports.) diagrs. 213™. 

Includes bibliographies. 


1. Elocution. 2. Oratory. I. Brigance, William Norwood, 1896— 
joint author. 11. Title. 


PN4121.H339 1946 808.5 47-4250 
© 240ct46; 2c 83Jun47; publisher, Philadelphia; A13240. 


(8; 


Library of Congress 





AMERICAN SPEECH AND HEARING ASSO- 

CIATION. 

Speech problems of children; a guide to 
care and correction, prepared for the 
National Society for Crippled Children and 
Adults. Wendell Johnson, editor. 265 p. 


illus. © Grune & Stratton, inc., New 
York; 13Jun50; A44747, 


I. Johnson, Wendell, ed. II. National 
Society for Crippled Children and Adults. 
Ill. Grune and Stratton, inc. Uk 4 


Library of Congress 
Copyright Office oS meyer 





American Speech and Hearing Associa- 
tion. 


VAN RIPER, CHARLES. 

Stuttering. Prepared for the American 
Speech and Hearing Assn., under the 
editorship of Wendell Johnson. 60 p. 
illus, © The National Society for Crip- 
pled Children and Adults, inc., Chicago; 


28Dec48 (in notice: 1949); A31067. 


I. Johnson, Wendell, ed. II. American Speech 
and Hearing Association. III. National So- 
ciety for Crippled Children and Adults, inc. 


Library of Congress - md/ r 


Copyright Office 





AMERICAN Speech Correction Association. 
Speech Correction Foundation. SEE 
Speech Correction Foundation. 





American speéches,. 


PARRISH, WAYLAND MAXFIELD, ed. 

American speeches [edited by] Wayland 
Maxfield Parrish and Marie Hoch- 
muth. 518 p. © Longmans, Green 
and Co., inc.; Q9Jun54; A141239. 


I. Hochmuth, Marie, joint ed. 
II. Longmans, Green and Company, inc. 


Library of €ongress & 


Copyright Office 





The American speeches of the Earl of 
Halifax. 
Halifax, Edward Frederick Lindley Wood, st earl of, 1881- 
The American speeches of the Earl of Halifax, with a preface 
by Hamilton Fish Armstrong. New York, Oxford university 
press, 1947. 


xiii, 449 p. front. (port.) 22™. 


1. World war, 1939-1945—Addresses, sermons, ete. 2. Gt. Brit—For. 
rel.—20th cent. 3. World politics. I. Title. 


D743.9.H28 940.504 47-2934 
© 17Apr47; Oxford univ. press, New York, inc.; A12086. 


B59 FF 3. 47 ldbrary of Congress eS (8) 





American spiders. 


GERTSCH, WILLIS JOHN. 

American spiders, 285 p. illus. (The 
New illustrated naturalist) © D. Van 
Nostrand Co., inc., New York; 280ct49; 
A37792. 


L Van Nostrand (D,) Co., inc. 


Library of Congress 
Copyright Office Ge 





The American spirit. Addresses in war time, 
Lane, Franklin K. R2769. 





The American spirit in architecture. 
R11012). SEE 
Hamlin, Talbot Faulkner. 





The American spirit in art. (R) SEE 
Mather, Frank Jewett, Jr. 





THE AMERICAN SPIRIT IN EDUCATION, a 
chronicle of great teachers by 
Edwin E. Slosson. Abraham Lincoln 
ed. (The chronicles of America 

‘series, v. 33) © 17Aug2l, A622),82. 
a 22Sepl\8, Yale Univ. Press 

PWH 


a 





The American spirit in Europe. 


KOHT, HALVDAN. 

The American spirit in Europe; a . 
of transatlantic influences. 389 
(Publications of the American Tnttitute, 
Univ. of Oslo in cooperation with the 
Dept. of American Civilization, Graduate 


School of Arts and Sciences, Univ. of 
Pennsylvania) © Univ. of Pennsylvania 
Press, Philadelphia; 22Apr49; A32584. 


I. Pennsylvania. University. Press. 


Library of Congress 
Copyright Office a sma/rk 





The — spirit in letters. R11577?. 
Williams, Stanley Thomas, 





AMERICAN SPIRIT MARCH. 1. Orch.- 2. 
Band. © 28Feb22; E532051-532052. 
R47827-47828; 12May49; Walter Esber- 
ger (A) 


Library of Congress 
Copyright Office 





American spiritual autobiographies. 
FINKELSTEIN, LOUIS, ed. 

American spiritual autobiographies; 
fifteen self-portraits. {ist ed.] 
276 p. illus. © Harper & Bros., 
New York; 24Nov48; A28244. 


I. Harper and Brothers. 


Library of Congress s 
Copyright Office 





AMERICAN splendor, GU19385. SEE 


Iucioni, Luigi. 
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American sporting dogs. 


CONNETT, EUGENE VIRGINIUS, ed. 
American sporting dogs. Chapters by 
Gerald M. Livingston [and others] 

Illus. from paintings by Edwin 
Megargee and from photos. {ist 
ed.] 549 p. ©D. Van Nostrand 
Co., inc., New York; 220ct48; 
A26795. 


I. Livingston, Gerald M. 
II. Van Nostrand (D.) Co., inc. 


Library of Congress oe 
Copyright Office 


ebc/p 





The American sporting gallery. 


SPIRIT OF THE TIMES. 

The American sporting gallery; portraits 
of American horses from Spirit of the 
times, 1839-1844, with a commentary by 
Carvel Collins. [Most of the engravings 
were based on paintings by Edward Troye] 
Cambridge, Harvard Univ. Press. 

15] p. © The President and Fellows of 
rvard College; 70ct49; A37047. 


(continued on next card) 
gmc/r MISC C 


Library of Congress 
Copyright Office eS 





SPIRIT OF THE TIMES. 
The American sporting gallery... (Card 2) 


I, Collins, Carvel Emerson. 
Il. Troye, Edward, illus. 


I. Harvard University. President and 
Fellows. 


A3 7047 


Library of Congress 
Copyright Office jae 


gme/r 





Peete, SPORTING .GOODS ©, St. 
ouis. 
Physical fitness and athletic 
equipment. No. 60. 198 ed. 
87 pe, illus. © 25augh7; 
AAG1163. | 





AMERICAN SPORTING GOODS ©, St. 
Louis. 
Physical fitness and athletic 
equipment. 1948 ed. No. 60. 





AMERICAN SPORTING SCENES. SEE Her- 
cules Powder Company. 





MERICAN SPORTS ALBUM. (The Sports Parade) 
Vitaphone Corp., 1947. A Warner Bros. short 
subject. 10 mine, sd., color, S5mm. 

Credits: Narration written by Charles Tedford; 
narrator, Knox Manning. 

© Vitaphone Corp., New York; 27Mar47; MP1930. 





AMERICAN Sports Pilms. SEE. 
The 19,7 National Tennis Singles 
Championship. MmP2828. 





AMERICAN SQUARE DANCE. Coronet, 1947. 11 min., 
ede, biwe , 16mm. 
Creditss Collaborators, V. F. Hernluné, 
E We. Graef. 
‘@Xoronet Instructional Films, « division of 
Esquire, Inc., Chicagos 7dul473 MP2567. 





The American square dance. 


MAYO, MARGOT. 

The American square dance; illus. by Selma 
Gorlin. [Rev. and enl.] New York, 
Sentinel Books. 119p. © Margot 
Mayo; 24Jun48; on p. 105-114; A30280. 


Library of Congress 


Copyright Office & 





AMERICAN SQUARE DANCE GROUP. 
SEE 


PROMENADE. 


Library of Congress ® Copyright Office 





American square dancés. 
MT950 MANNERS, ZEKE. 
M22 *Zeke Manners! American square dan- 
ces, with calls and music. 
Robbins Music Corps, New York; 
19Mar)8; Aa82801. 


I. Title. II. Title: American square 
dances. 


Library of Congress & 


Copyright Office 





American square dances. 


RUAULT, CECIL. 

*American square dances; as broadcast in 
Happy hoe down, dances arranged by 
Cecil Ruault & Norah Galloway, calls 
devised with David Miller, music arr. 
by Phil Cardew. 5/6 © Phoenix Music 
Pub. Co., ltd., London; bk.2, 7May52; 
EF 0-13692., 


I, Galloway, Norah, Il. Cardew, Phil. 
Il, Miller, David. IV. Title. 


xM1629 
Library of Congress 
Copyright Office 





American square dances. 


RUAULT, CECIL, 

*American square dances; as broadcast in 
Happy hoe down, dances arranged by 
Cecil Ruault and Norah Galloway, calls 
devised with David Miller, music arr. 
by Phil Cardew. 5/6 © Phoenix Music 


Pub. Co., ltd., London; 8Mar51; 
EF 0-7815, 


I, Galloway, Norah. Il. Cardew, Phil. 
Ill, Miller, David. IV. Title. 


Library of Congress & Revised 
Copyright Office 12Jun52 xM1629 





American square dances of the West and 
Southwest. 

OWENS, LEE. 

“American square dances of the West and 
Southwest; music arr. by Viola Ruth. 
Palo Alto, Calif., Pacific Books. 182p 
illus. © Lee Owens; 310ct49; A43246. 


I.. Ruth, Viola. 


_Library of Congress 
Copyright Office 





American squere sterilizer. SEE 


American Sterilizer Company, 
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AMERICAN SQUARES. 

America square dances; dances from the 
first year of American squares, ed. by 
Dorothy Burgin. 61p. illus. © Charles 
Crabbe Thomas, t.a. American Squares, 
Woodbury, N. J.; 18Jun49; A35092. 


I, Burgin, Dorothy, ed. 


Library of Congress 
Copyright Office 





re {TGCAN SQUARES, 
Square and circle, AAL¢ 
Anderson, Virginia CG, 


‘ 
NOV 2 2 1950 





AMERICAN stagecoach series. {1-5) 
GU7O75-7079. SEE Banning, George 
Hugh. 





American Stalinism and 


Cannon, James Patrick, 1890- 


American Stalinism and anti-Stalinism. New York, Pioneer 
Publishers ,1947, 


48p. 22cm. 
Erratum slip inserted. 


1. Communism—U. S.—1917- 2. Socialism in the U. S. 
I. Title. 


HX89.C28 335.43 47-29526* 
© Pioneer Publishers; 7Aug47; A15832. 


Library of Congress (2) 





THE AMERICAN STAMP ALBUM FOR UNITED 
STATES PLATE BLOCKS. A8S079. SER 
Blumenthal, Ben, ed. 





The American stamp collector's diction 


KONWISER, HARRY MYRON. SF ys 
The American stamp collector’s dictionary; 
United States stamps & postal history. 
New York, Tudor Pub. Co. 309 p. illus. 
© Harry M. Konwiser; 1Jun49; A33267. 


egm/r 


‘mw 


Library of Congress 


Copyright Office «& 





AMERICAN Stamp Company. 1,000 ways 
to have more money. AA%8835. SEE 
Gray, Gerald. 





American standard Fe 


M1247 JARMAN, HENRY C 

J American standard; march [by] Henry C. 
Jarman, -{Cornet-conductor score (band) 
and parts] © Chappell & Co., ltd., London; 
15Apr53; EFO-19917, 


I. Title. 


Library of Congress é& 
Copyright Office 





AMERICAN-Standard. SHE American Radiator 
and Standard Sanitary Corporation. 





american standard abbreviations for 
use on drawings. 4419540. see 
&merican standards assn,. 





IMBRICAN standard accuracy of engine 
and tool room Tathes.s AA213897« SEE 
American Standards Association. 
Sectional Committee Bl6< Subcommittee 
Noe 2c 





AMET ICAN standard Acme screw threads. 
AA213970«6 SEE American Stendards 
Associations Sectional Committee Bl. 
Subcommittee noe 2s 





American standard acoustical terminology. 


AMERICAN STANDARDS ASSOCIATION, 

American standard acoustical terminology. 
Sponsor: Acoustical Society of America, 
in cooperation with the Institute of Radio 
Engineers, inc. Approved July 31, 1951. 
[At head of title] ASA Z24,1-1951; revi- 
sion of Z24.1-1942. [New York, 1951] 
50p. © on changes & additions; Ameri- 
can Standards Association, inc.; 14Sep51; 
A64919, 


Library of Congress @ 
Copyright Office /r 





AA 18763 


American standard allowable concentra 
tion of trichloroethylene. 


see 
~~ 


American standards association. 


vf 2-18-),7 





AMERICAN STANDARD BACK WINDOW 
LOCATION POR ROLL FILM GAMBRAS, 
A81879. SEE American Standards 
Association, Committee on Photo- 
graphic Apparatus, PH3. 





AA 3037. 


American standard basis for the coordination 
of building materials and equipment. 


American standards association. 


S MSH 2-18-46 





AA 3036. 


American standard basis for the coordine-— 
tion of masonry. 


American standards assn. 


MSH 2-18-46 





THE AMERICAN standard book of all 
United States coins. AA217875. 
SEE Wilson, Rinaldo Alexander, sr., ed. 





American standard brass or bronze 

screwed fittings, vy 1b. 

AMERICAN STANDARD ASSOCIATION. 
SECTIONAL COMMITTEE ON THE STAND- 
ARDIZATION OF PIPE FLANGES AND 
FLANGED FITTINGS, B 16. 

American standard brass or bronze screwed 
fittings, 250 lb. ASA B16.17-1949. Spon- 
sors: Heating, Piping, and Air Conditioning 
Contracts National Association, Manu- 
Valve ait ‘andardization Socie of the 
Valve Fittings Industry |and| the Amer— 
ican Society of Mechanical Engineers. 


(Cont. on next card) 
cg/Tr A32536 





AMERICAN STANDARDS ASSOCIATION. 
SECTIONAL COMMITTEE ON THE STAND- 
ARDIZATION OF PIPE FLANGES AND 
FLANGED FITTINGS, B 16. 

American standard brass... (Card 2) 


Fo ephena April 6, 1949] 7p. illus. 


The American Society of Mechanical 
Engineers, New York; 5May49; A32536. 


I. American Society of Mechanical Engineers. 


ee) cg/r 





American standard building require- 


ments. 

AMERICAN STANDARDS ASSOCIATION. 
SECTIONAL COMMITTEE ON ADMINIS- 
TRATIVE REQUIREMENTS FOR BUILDING 
CODES, A55. 

American standard building requirements: 
administrative requirements for building 
codes, Sponsors, American Municipal 
Association [and] Building Officials’ Con- 
ference of America, inc. [Rev. re p- 

roved Nov. 10, 1948. ASA A55.1-1948. 
New York, 1949] 15 p. © American 


Copyright Office 


Library of Congress Ge (Cont. on next card) 


A30998 = vp/r 





AMERICAN STANDARDS ASSOCIATION, 
SECTIONAL COMMITTEE ON ADMINIS- 
TRATIVE REQUIREMENTS FOR BUILDING 
CODES, A55. 

American standard building... (Card 2) 


Standards Assn., inc.; 3Mar49; on revi- 


sions; A30998, 


I, American Municipal Association, I, Build- 
ing Officials Conference of America. III. 
American Standards Association, inc. 


Library of Congress 


Copyright Office © vp/r 





American standard building requirements 


AMERICAN STANDARDS ASSOCIATION. 
SECTIONAL COMMITTEE ON BUILDING 
CODE REQUIREMENTS FOR SIGNS AND 
OUTDOOR DISPLAY STRUCTURES, A60. 
American standard building requirements, 

signs and outdoor display structures. 
Sponsors: American Municipal Assn. 
and] Outdoor Advertising Assn. of 

merica. Approved April 6, 1949. 
ASA A60.1-1949. [New Y ork, 1949] 
12 p. © American Standards Assn., 
inc.; 19Apr49; A33307. 


Library of Congress 
Copyright Office (Cont. on next card) 


sma/rk 





AMERICAN STANDARDS ASSOCIATION. 
SECTIONAL COMMITTEE ON BUILDING 
CODE REQUIREMENTS FOR SIGNS AND 
OUTDOOR DISPLAY STRUCTURES, A60. 
American standard building... (Card 2) 


I. American Standards Association, inc. 


Library of Congress sma/rk 
Copyright Office & A33307 





AMERICAN standard bufiding reqnire- 
ments. Steel joist construction. 
AA61306. SEE American Standards 
Assn. 





American standard cast-iron screwed 
drainage fittings. SBE American 
Standards Association. Sectional 
Committee on Pipe Planges and 
Fittings B16. Subcommittee on 
Screwed Fittings no. 2. 





American standard chucks and chuck jaws. 


AMERICAN STANDARDS ASSOCIATION, SEC- 
TIONAL COMMITTEE ON THE STANDARDIZA- 
TION OF SMALL TOOLS AND MACHINE TOOL 
ELEMENTS, B5. 

American standard chucks and chuck 
jaws. [By Technical Committee 


No. 11 on Chucks and Chuck Jaws] 
14 p. © American Society of 
Mechanical Engineers; 10Sep54; 
A152346., | 


I. American Society of Mechanical 


Engineers, 
Library of Congress & 
Copyright Office r /t- 





American etandard circular and 
dovetailed forming tool blanks. 
SBE American Stendards Association. 
Sectional Committee on the 
Standardisation of Small Tools 
and Machine Tool Elements, BS. 
Technical Committee Nos 10 on 
Forming Tools and Holders. 





AVERICAN STANDARD CODE FOR PRESSURE 
PIPING. A93082. SEE American 
Standards Association. Sectional 
Committee B31. 





AMERICAN standard cutting and 
erforating dimensions for 
Bomil lime ter motion picture 

negative and positive raw 
stock, AA67209. SEE American 
Standards Assn, 





AMERICAN standard cutting and 
perforating dimensions for 16= 
millimeter silent motion pice 
ture negative and positive raw 
stock, AA67210. SBE American 
Standards Assn. 





AMERICAN standard cutting and 
perforating dimensions for l6=€ 
millimeter sound motion. picture 
negative and positive raw stock. 
AK67208, SEE American Standards 
Assn, 





AMERICAN standard cutting and 
perforating dimensions for 35 
millimeter motion picture posie 
tive raw stock. AA67211. SEE 
American Standards Aasn,. 





AA 18777 


American standard definition for mo- 
tion picture safety film, 


see 


American standards association. 


vf 2-18-l;7 





AA 0893 


American.standard definitions (inclu 
ding tolerances) for filling ma- 
terials for bedding and upholste 

see 


American standards association. 


vf 2-18-],7 





American standard designation and 
working ranges of grinding 
machines. SEE American Standards 
Association. Sectional Committee 
BSe Technical Committee No. 6. 





American standard dimensions. see 


American standards assn. 





American Standard dimensions for ama- 
teur roll film Packing paper. ee 
AMERICAN STANDARDS ASSOCIATION, 


COMMITTEE ON STANDARDIZATION IN 

THE FIELD OF PHOTOGRAPHY, Z 38, 

American Standard dimensions for amateur 
roll film, backing paper, and film spools, 
Sponsor: Optical Society of America, 
[Rev. ed.] Approved May 12, 1950, 


ASA Z38.1.7- 1950. [New York, 1950] 
23 p. illus. © American Standards 
Association, inc.; 13Jun50; A47386, 


. American Standards Association, inc. 


Library of Congress a) 0 
Copyright Office jb/r CTy 0 195 





AA 18773 


American standard dimensions for pro-= 
jection rooms and lenses for mo- 
tion picture theatres. 

see 


American standards association. 


vf 2-18-),7 





AMERICAN standard dimensions for 
16-tooth 35«millimeter motion 
picture projector sprockets. 
AA67206,. SEE American Stand- 
ards Assn. 





AA 1.0888 fe7jp. 


American standard dimensions for 
theatre projection screens. 


see 


a 


American standards association. 


vf 2-12-l17 


° 





AA 1877), 


American standard dimensions for 
theater projection screens, 


see 


American standards assoc‘ ation. 


vf 2-18-17 





AA 40186 
\ 





‘American Standard dimensions for 35- 
millimeter film magazines for still 
picture cameras. 

see 


4merican standards association. 


& afp 1-2-7 


American standard dimensions of molded 

type cores for photo hic film and 

paper rolls, AA555ijj. See American 
standard 





AA 18775 
American standard emulsion and sound 
record positions in camera for 
16-millimeter sound motion pic- 
ture film. 
see 


American standards association. 


& vf 2-18-l,7 





AA 18783 
American standard emulsion and sound 
record positions in camera for 35-= 


millimeter sound motion picture 
filn. 


see 


American standards association. 


vf 2-18-17 





AA 18782 
American standard emulsion and sound 
record positions in projector for 


35-millimeter sound motion picture 
filn. 


see 


American standards association. 


vf 2-18-L.7 





AA 18776 
American standard emulsion position 
camera for 8-millimeter silent 
motion picture film, 


see 


American standards association. 


vf 2-18-l7 





AA 18781 


American standard emulsion position 
in camera for l16-millimeter si- 
lent motion picture film. 

see 


American standards association. 


vf 2-18-7 





American standard ferrous plugs. 


AMERICAN STANDARDS ASSOCIATION. 
SECTIONAL COMMITTEE ON THE STAND- 
ARDIZATION OF PIPE FLANGES AND 
FLANGED FITTINGS, B 16. 

American standard ferrous plugs, bushings, 
and locknuts with pipe threads “ASA 
B16.14-1949.”’ 10p. © The American 


Society of Mechanical Engineers, New 
York; 17May49; on complete revision; 
A32884. 


I. American Society of Mechanical Engineers. 


& sh/r 





AA 0892 
American standard for accuracy of 
scales, graduates, and thermome- 
ters for use in photography. 


see 


American standards association. 


vf 2-18-),7 





AA 8075 


American standard for automatic sta- 
tion control, supervisory, and 
telemetering equipments. 


see 


American standards association, aimant 


vf 2-12-17 





AA 0887 
American standard for construction 
and maintenance of ladders and 
stairs for mines. 


see 


American standards association. 
Sectional committee on construction 


and maintenance of ladders and stairs 


for mines, Ml2. 


vf 2-19-k7 





AA 11559 


American standard for diffuse trans- 
mission density. 


sec 


American standards association, claimant. 


vf 2-18-),7 





American standard for distance scales 
marked in feet for focusing camera 
lenses. AAl7618. see American 
Standards assn. 





perbeies Pg = hil ae Phas 
cating ins 
AMERICAN STANDARDS “ASSOCIATION. 
SECTIONAL COMMITTEE ON ELECTRICAL 
MEASURING INSTRUMENTS, C39. 
American standard for electrical indicating 
instruments. Sponsor: Electrical Stand- 
ards Committee. Approved March 1, 


1949, [Pt. 1: Switchboard and panel in- 
struments. Rev. ed. New York, 1949] 
43 p. illus. © American Standards 
Assn., inc.; 22Mar49; on revisions; 
A31931. 


Library of Congress 
Copyright Office & (Cont. on next card) 
br/r 





AMERICAN STANDARDS ASSOCIATION. 
SECTIONAL COMMITTEE ON ELECTRICAL 
MEASURING INSTRUMENTS, C39. 
American standard for... (Card 2) 


I. American Standards Association, inc. 


br/r 


Library of Congress 
Copyright Office 





AA 40188 


American standard for reels for pro- 
cessed microfilm. 
see 


Smerican standards association. 


afp 1-2-7 





AMERICAN standard for 16«millimeter 
motion picture projection reels. 
AA225777. SEE American Standards. 
—— Sectional Committee 
PH22. 





AMERICAN standard for sound trans- 
mission of perforated projection 


screens, AA225775. SEE American 
Standards Association. 


Committee PH22. 


Sectional 





AA 18762 


American standard graphical symbols 
for electric power and control. 


see 


American standards association. Commit 


tee on standardization of graphical 


Symbols and and abbreviations for use 
on drawings, 232. 


vf 2-19-17 
oO 





Anerican=standard heating equipment. 
AAl,7213. see American radiator & 
standard sanitary COPD. 





American standard household. auto- 
matic electric flatirons. SEE 
National Electrical Manufacturers 
Association. 





AMERICAN standard incandescent lamps. 
SEE American Standards Association. 





The American standard intelligence 
test. SEB University Test Bureau. 





AA 0890 


American standard internal dimensions 
for deep tanks for commercial — 
photofinishing. 

see 


American standards association. 


vf 2-17-l7 





American standard internal dimen- 
sions for radiographic film proces 
sing tanks, 

see 


American standards association, 


vf 218-1,7 





American standard knurling. SEE 
American Standards Association. 
Sectional Committee on Small 
Tools and Machine Tool Elements, 
BS- Technical Committee no. 27. 





American standard letter symbols 
for acousticse SEE American 
Standards Association. Sectional 
Committee ¥10. Subcommittee 
Noe 15. 





American standard letter symbols 
for aeronautical sciences, SEE 
American Standards Association, 
Sectional Committee on Letter 
Symbols, Y10. SubeCommittee no, 
7 on Aeronautical Sciences, 





American standard letter symbols for 
gear engineering. 

AMERICAN STANDARDS ASSOCIATION. 
SECTIONAL COMMITTEE ON STANDARDI- 
ZATION OF GEARS, B 6. 

American standard letter symbols for 
gear engineering. ASA B 6.5-1949. 
Sponsors, American Gear Manufacturers 
Assn. [and] the American Society of 
Mechanical Engineers, 10p. © Ameri- 
can Society of Mechanical Engineers, 
New York; 26May49; A33187. 


I. American Gear Manufacturers Associa-= 
tion i, Ameri- can Society of Mechani- 
Library of Congress 


i cal Engineers, | 
Copyright Office eG g1 vp Je 





American standard letter symbols for 
radio. SEE American Society of 
Mechanical Engineers. sectional 
Committee Y10 on Letter Symbols. 
Subcommittee no. 9 on Symbols for 
Radio, 





ANERICAN STANDARD LIFE INSURANCE 
COMPANY ©. 

American hospital policy. Fort 
Worth, Tex. [1948] Folder, illus. 
© 12Maylij8; aa82899. 





ASE TIOIIT CAN 
: [ CAN 


Ore Parry 7 
. oe 

4 be a 2 32 ar 
Greated disense pro= 


aa ~* ¢ 
American ten 


tection platie Form Dn23 liw50» 
Fort Worth, Texs [1950] Folders - 
© on revisions; 25May50; AA152091. 





AMERICAN STARBARG KASEIES TAPERS. 

AS87651. SEE American Standards 
Association. Sectional Committee 

BS. Technical Committee no. 3< 





AMERICAN standard malleable-iron 
screwed fittings, 150 lb. AA20)758. 


SEE American Standards Association. 
Sectional Committee B16. Sub« 
committee Nos 2s 





AMERICAN STANDARD METHOD POR DETER- 
MINING PERFORMANCE CHARACTERISTICS 
OF BETWEEN-THE-LENS SHUTTERS USED 
IN STILL PICTURE CAMERAS, A81882, 
SEE American Standards Association, 
Committee on Photographic Apparatus, 





MERICAN standard method for de~- 
terming photographic speed and 
Saeeeure index. 238.2.1-19li7. 
Aa67631. SEE American Standards 
Assn. 





AA 1876) 


American standard method for deter- 
mining photographic speed and 
speed number. 

see 


American standards association. 


vf 2-18-17 





AA 11560 
American standard method for deter- 
mining spectral-sensitivity in- 


dexes and group numbers for phote- 
graphic emulsions. 


see 


American standards association. 


vf 2-18-17 





American standard 

ing the melting point of the photo- 
raphic layer of films. 

AMERICAN STANDARDS ASSOCIATION. 

American standard method for determining 
the melting point of the photographic layer 
of films, plates and papers. Approved 
November 10, 1948. Sponsor: Optical 
Society of America. 2p. (Its American 


standards for photography (other than 
cinematography)) © American Standards 
Assn., inc., New York; 15Mar49; A31579. 


I. Optical Society of America. 


Library of Congress 
Copyright Office & ebc/r 





AA 11558 


American standard method of compiling 
industrial injury rates. 


see 


American standards association. 


vf 2-18-,7 





American standard method of compiling 
injury rates. 





AA 18779 


American standard method of deter- 
mining freedom from travel ghost 
in 16-millimeter sound motion pic- 
ture projectors. 

see 


American standards association. 


vf 2-18-),7 





AA 18778 
American standard method of deter- 
mining resolving power of 16-milli 
meter motion picture projector 
lenses. 
see 


American standards association. 


vf 2-12-17 





AMERICAN standard method of 
determining transmission density 
of motion picture films. 
AA67207. SEE American Standards 


Assn. 





AA 18787 


American standard method of making 
cross-modulation tests on varia- 
ble-area 16-millimeter sound 
motion picture prints. 

see 


American standards association. 


vf 2-18-)7 





AA 18786 
American standard method of making 
intermodulation tests on variable- 
density 16-millimeter sound motion 
picture prints. 


see 


American standards association. 


vf 2-18-];7 





AMERICAN standard method of test 
for: SEE American Standards Asso= 
ciatione 





American standard methods and criteria for determining 
the chemical resistivity and photo-graphic inertness... 
AMERICAN STANDARDS ASSOCIATION. 
SECTIONAL COMMITTEE ON PHOTOGRAPHIC 

PROCESSING, PH4. 

American standard- methods and 
criteria for determining the 
chemical resistivity and photo- 


graphic inertness of construc- 
tionai materials for processing 
equipment. 15 p. © American 
Standards Association, inc.; 
4Nov54; A162887. 


I. American St ards Association, 
Library of Congress 
Copyright Office b / 





Kmerican standard methods of designating 
and measuring focal lengths and... 
AMERICAN STANDARDS ASSOCIATION. 
American standard methods of 
designating and measuring focal 
lengths and focal distances of 
photographic lenses. Approved 
March 3, 1948. Sponsor: Optical 
Society of America. [At head of 
title: ASA Z38.4.21-1948] 7p. 
(Its American standards for 
photography (other than cinematog- 
raphy)) © American Standards 
Assn., New York; 28Apr48; A23473. 
I. Optical © Society of 


Library of Congress 
Copyright Office America. 


fn/p 





AMERICAN standard mounting dimensions 
of lubricating and coolant pumps 
for machine toolss AA223022. 

SEE American Standards Association. 
Sectional Committee BSe Technical 
Committee Noe 26. 





AA 18769 


American standard negative aperture 
dimensions and image size for 16- 
millimeter duplicate negatives 
made from 35-millimeter positive 
prints. 


sec 


American standards association. 


vf 2-18-)7 





AMERICAN STANDARD NOMENCLATURE AND 
DEFINITIONS IN THE FIELD OP 
COLORIMETRY, Z58ele2, 19526 
a9l617. SEE American Standards 
Associetions Section Committee 258. 





American standard nomenclature for molded 


AMERICAN STANDARDS assocratTion. £1888 flare 
American standard nomenclature for 
molded glass flares, intended for 
use with electron tubes and electric 
lamps. Sponsor, Electrical Stand- 
ards Committee, ASA C79.2-1948. 


Approved March 30, 1948. 4 DP. 
illus. © American Standards 
Assn., New York; 10Jun48; A23788. 


br/p 





AMERICAN standard nomenclature for 
motion picture film used in studios 
and processing laboratories. 
Z22.56-19):7. AA67630. SEE Amer~ 
ican Standards Assn. 





AMERICAN standard of perfection. 
AA219020. SEE American Poultry 
Association, 





The American standard of perfection, 1953. 


AMERICAN POULTRY ASSOCIATION, 

The American standard of perfection, 1953; 
a complete description of allrecognized ‘ 
varieties of fowls, as revised by the 
American Poultry Association, inc. 
[Committee on Standards and Standard 
Revision Committee: Ben Rickets, chair- 
man, Arthur O, Schilling, Frank F. 
Conway, and George Robertson; edited by 
Louis H. Ritzhaupt] [Rev. ed.] [Cover 
title: Standard of perfection] [Atlanta, 


A95564. 


Library of Congress 
A/ Caught Office (Cont'd. on next card) 





AMERICAN POULTRY ASSOCIATION. 
The American standard of perfection, 1953. 
(Card 2) 


1953] 585 p. illus. © on revisions; 
American Poultry Association, inc.; 
1Jun53; A95564. 


I. Ritzhaupt, Louis H., ed. Il. Rickets, Ben. 
Il, Schilling, Arthur O. IV. Conway, Frank 
F. V. Robertson, George. VI. Title. 

VII. Title: Standard of perfection. 


Library of Congress . 
Copyright Office j/ D we 





AA 210) 


The American standard of service 
fit for a king and queen. 


sé6ée6 


Se 


American overseas airlines, inc., claimant 
‘ ? Denia 


vf 9-19-16 





AMERICAN standard photographing 
aperture of 45-millimeter sound 
motion picture cameras. 

AA67205. SEE American Standards 


Assn. 





AWERICAN standard physical specimens 
of surface roughness & lays AA2129))2. 
SEE American Standards Association. 
Sectional Committee Bu6. Subcommittee 
on Surface Roughness Blocks for 
Machined Surfaces. 





AMERICAN standard picture pro= 
jection aperture of 45-milli- 
meter sound motion pg 
projectors. AA 67206 
American Standards mea” 





AMERICAN STANDARD PLAIN WASHERS. 
486198. SEE American standards 
Association. Sectional Committee 
B27. Subcommittee no. 1. 





American standard plumbing code. 


AMERICAN STANDARDS ASSOCIATION. 
SECTIONAL COMMITTEE ON MINIMUM 
REQUIREMENTS FOR PLUMBING AND 
STANDARDIZATION OF PLUMBING 
EQUIPMENT, A40. 

American standard plumbing code ; mini- 


mum requirements for plumbing. Spon- 
sors: The American Public Health Asso- 
ciation [and ] the American Society of 
Mechanical Engineers. 87p. illus. 
(ASA A40.7-1949) © The American 


Library of Congress 
Copyright Office 





AMERICAN STANDARDS ASSOCIATION. 
SECTIONAL COMMITTEE ON MINIMUM 
REQUIREMENTS FOR PLUMBING AND 
STANDARDIZATION OF PLUMBING 
EQUIPMENT, A 40. 

a Ws: standard plumbing code. (Card 


Society of Mechanical Engineers, New 
York; 15Mar49; A31155, 


1. American Public Health Association. 


Library of Congress 
ae eee (Cont. on next card 
cg/mg 





AMERICAN STANDARDS ASSOCIATION 
SECTIONAL COMMITTEE ON MINIMUM 
REQUIREMENTS FOR PLUMBING AND 
STANDARDIZATION OF PLUMBING 
EQUIPMENT, A 40. 

AS standard plumbing code, (Card 


Il. American Society of Mechanical 
Engineers. 


Library of Congress 
Copyright Office 


cg/mg 





American standard practice for certificat 
Aimeiican Standards Assbdidtion. 

American standard practice for certification procedures, ap- 
proved April 16,1947. ,New York, 1947, 

6p.. 27cm. 

At head of title: ASA Z34,1-1947. 


1. Standardization. 1. Title: Certification procedures. 
T59.A48 658.01 47-28959* 


© revisions, 5May47; American Standards Association, New 
York; AA53028. 


Library of Congress & ty) 





AA 8079 
American standard practice for con- 
versions of weights and measures 
for photographic use. 


sce 


4merican standards association, 


vf 2-18-17 





AMERICAN standard preferred nominal 
voltages, 100 volts and under. 
AA207178~- SEE American Stendards 
Association. 





AMERICAN standard preferred thick- 
nesses for uncoated thin flat 
metals. AA226123. SEE Americen 
Society of Mechanical Engineers, 
Sectional Committee on Standardi- 
zation of Wire Diameters and 
Metal Thicknesses. subcommittee 
on Wire and Sheet Metal Gages. 





AA 18780 


American standard printer aperture 
dimensions for contact printing 
16-millimeter positive prints 
from 16-millimeter negatives. 


see 


American standards association. 


vf 2-12-17 





AA 1878 


American standard printer aperture 
dimensions for contact printing 
16-millimeter reversal and color 
reversal duplicate prints. 


see 


American standards association. 


vf 2 18-17 





American standard reamers. 
4 


AMERICAN STANDARDS ASSOCIATION. 
SECTIONAL COMMITTEE (B5) ON THE 
STANDARDIZATION OF SMALL TOOLS 
AND MACHINE TOOL. 

American standard reamers, one of a 
series of standards for smali-tools and 
machine tool elements. Sponsors: Metal 
Cutting Tool Institute, Society of Auto- 
motive Engineers, National Machine Tool 
Builders’ Assn. a the American 
Society of Mechanical Engineers. 46 p. 


Library of Congress @ 
Copyright Office Cont. on next card) 





AMERICAN STANDARDS ASSOCIATION, 
SECTIONAL COMMITTEE (B5) ON THE 
STANDARDIZATION OF SMALL TOOLS 
AND MACHINE TOOL. 

American standard reamers. 
(Card 2) 


illus. (ASA B5. 14—1949) © The 
American Society of Mechanical Engineers, 
New York; 28]ul49; A34682. 


I. American Society of Mechanical Engineers. 


Library of Congress 
Copyright Office 





ep/ mn 


AA 18785 
American standard reel spindles for 
16-millimeter motion picture pro- 
jectors. 


seco 


American standards association. 


vf 2-18-);7 





AMERICAN standard requirements for 
grounding caps end receptacles. 
AA207177+ SEE American Standards 
Associatione 





AMERICAN standard revisions to the 
code for electricity meters. 
(Paragraph 827) Cl2a-19)7. 
AA67633. SEE American Standards 
Assn. 





AMERICAN standard ring-jotnt gaskete 
and grooves for steel pipe flanges. 
AA213896~- SEE American Standards 
Association. Sectional Committee B16. 
Subcommittee noe 3-e 





ANERICAN standard round head bolts. 
AA2119L8. SEE American Standards 
Association. Sectional Committee 
B18. Subcommittee No. 5. 





AMERICAN STANDARD RUBBER CO., New 


York. 

The symbol of quality. ({Auto- 
motive pubbar coeinen Bae 
tires) Label. © 2genk6; 
KK15507. 





American standard safety code ... 


AMERICAN STANDARDS ASSOCIATION. 

American standard safety code for 
the use, care, and protection of 
abrasive wheels. American Stand- 
ardd Association, approved Decem- 
ber 15, 1947. Sponsors: Grinding 


Wheel Manufacturers Association, 
International Association of In- 
dustrial Accident Boards and Com- 
missions. 65 p. (Its American 
safety standards) © American 
Standards Assn., New York; 3Feb\8 
(in notice: 19 ¢. £21051. 

Library of Congress fn / p 
Copyright Office 





AMERICAN standard safety code for 
4467635. SEE American Standards 
Assn. 





American standard safety code for 
conveyors, cableways, and ... 


AMERICAN STANDARDS ASSOCIaTION. 
SECTIONAL COMMITTEE ON SAFETY CODE 
FOR CONVEYORS, CaBLEWAYS, AND 
RELATED EQUIPMENT, B20. 

American standard safety code for 
conveyors, cableways, and related 
equipment, approved by American 
Standards Assn., Oct., 197. 
Sponsor organizations, National 
Conservation Bureau [and] American 
Society of Mechanical Engineers. 
SS ps illus. © American Society 
of Mechanical famineers, New York; 
Library of Congress (cont. on next 
Copyright Office card) 





American standard sefety code for 

conveyors, cableways, and ... 
AMERICAN STaNDARDS ASSOCIATION. 

SECTIONAL COMMITTEE ON SAFETY CODE 

FOR CONVEYORS, CABLEWAYS, AND 

RELATED EQUIPMENT, B20. 

American standard safety code for 
conveyors, cableways, and related 
equipment ... (Card 2) 


15Jan8 (in notice: 19:7); A1l623). 


I. association of Casualty and 

Surety Companies, New York. National 

Conservation Bur - II. American 

Sct ehh fees a Mechanical Engi- 
Copyright Office necrs. 





AMERICAN standard safety code for 
forg and hot metal stamping . 
AA225782. SEE American Standards 
Association. Sectional Committee 





American standard safety code for mills 
and calenders in the rubber industry. 
AMERICAN STANDARDS ASSOCIATION. 
SECTIONAL COMMITTEE B28. 
American standard safety code for mills 
and calenders in the rubber industry. 
Sponsor; National Safety Council. Ap- 
proved August 24, 1949, American 
Standards Association, inc. ASA 
B28.1-1949. [A revision of the code 
first published in 1927 by the Interna- 
tional Association of Industrial Accident 
Boards and Commissions under title: 
Safety code for rubber mills.and 1 1950 


Library of Congress 
Copyright Office br / 


(continued on next card) 
AA138020 





AMERICAN STANDARDS ASSOCIATION. 
SECTIONAL COMMITTEE B28. 
American standard safety... (Card 2) 


calenders] [New York, 1949] 31 p. 
illus. (American safety standards) 


© American Standards Association, inc.; 
7Oct49; AA138020. 


I. National Safety Council. II. International 
Association of Industrial Accident Boards 
and Commissions. III. American Standards 
Association, inc. 


Library of Congress 
Copyright Office br / : 





AMERICAN STANDARD SAFETY CODE FOR 
PORTABLE WOOD LADDERS. A76656. 
SBE American Standards Associae 
tion. Sectional Committee Alk. 





American standard safety 
power Presse arisy cade for 
NATIONAL SAFETY COUNCIL. 


American standard safety code for 
power presses and foot and hand 
presses; sponsor, National Safety 
Council. Approved January l2, 
1948, American Standards Associa- 
tion, ASA Bll.1-1948. [Pub. in 


1926 under title Safety code for 
power presses and foot and hand 
presses. Revision prepared by 
Sectional Committee Bll of the 
American Standards Assn.] 43 p. 


Library of Congress G@ A21868. 


Copyright Office (Cont. on next card) 





NATIONAL SAFETY COUNCIL. 
American standard safety code for 
power presses ... (Card 2) 


illus. (American safety standards) 


© American Standards Assn., New 
York; 29Marl8; on revisions; A21868. 


I. American Standards Association. 


Library of Congress 6 ml / p 


Copyright Office 





American standard safety code for private residence 
elevators, 
AMERICAN STANDARDS ASSOCIATION. SEC- ° 
TIONAL COMMITTEE ON A SAFETY CODE 
FOR ELEVATORS. 
American standard safety code for 
private residence elevators. 
Part 5 of American standard safety 
code for elevators (A17.1) Spon- 
sors: American Institute of 
Architects, National Bureau of 
Standards, the American Society of 
Mechanical Engineers. 22 p. © The 


Library of Congress @ Cont'd. on next card. 


A99000. bd/¢ 





AMERICAN STANDARDS ASSOCIATION. SEC= ! 
TIONAL COMMITTEE ON A SAFETY CODE 
FOR ELEVATORS. 
American standard safety code for 
private residence elevators.... 
Card 2. 


American Society of Mechanical 
Engineers; 16Ju153; A99000. 


I. American Institute of Architects. 
II. American Society of Mechanical 
Library of Congress & Engineers 


bj/c 





American standard safety code for wood 
ladders. : 
AMERICAN SOCIETY OF SAFETY ENGINEERS. 

American starida#d Safety code for 

Wood TAaderce sponsor, American 
Society of Safety Engineers. 

Approved April 2, 1948. 15 p. 
(American safety standards. ASA 
A14.1-1948) © American Standards 
Assn., New York; 23Apr48; A23456. 


I. American Standards Assn. 


Library of Congress e 
Copyright Office 





American standard safety in electric and gas welding 
and ame, | operations, 
MERICAN STANDARDS ASSOCIATION. 
SECTIONAL COMMITTEE Z49, SAFETY IN 
ELECTRIC AND GAS WELDING AND CUT- 
TING OPERATIONS. | 
American standard safety in electrigsand 
gas welding and cutting operations, aadent 
A.W.S. sponsorship. 42 PoG ‘© American 
Welding Society, New York? 11Dec50; 
A58915. 


I, American Welding Society. 


Library of Congress 
Copyright Office 





A& 4098 
The American-Standard salesman. 


American radiator & Standard sanitary corp., 
Pittsburgh. 





American Standard schedules of pre- 
ferred ratings. 


AMERICAN STANDARDS ASSOCIATION. 
ELECTRICAL STANDARDS COMMITTEE. 
American Standard schedules of preferred 

ratings for power circuit breakers, ap- 
proved January 24, 1949. Sponsor: Elec- 
trical Standards Committee. [Rev. ed. 


New York, 1949] 7p. illus. © Ameri- 
can Standards Assn., inc.; 28Feb49; on 
revisions; A30997. 


I. American Standards Association, inc. 


Library of Congress Se 
Copyright Office sma / r 





American standard sensitometry of 
photographic papers. AAl9532. see 
&4merican standards assn, 





American standard 16-millimeter posi- 
tive aperture dimensions and image 
size for positive prints made from 
35-millimeter negatives. 


see 


American standards association. 


vf 2-18-17 





AA 0886 


American standard sizes of clay and 
concrete modular masonry units. 


see 
American standards association. 


Sectional conmittee, A62. 


vf 2-19-l,7 





AMERICAN standard sizes of clay 
flue linings. A62.)-19);7. 
AA67632. SEE American Standards 


Assn. 





American standard socket head cap 
screws and socket set screwse SEE 
American Standards Association. 
Sectional Committee on the 
Standardization of Bolts, Nuts, 
Rivets, Screws, and Similar 
Fasteners, B18. Subcommittee No. 9 
on Socket Head Cap and Set Screwss 





AA 18765 


American standard sound records and 
scanning area of 16-millimeter 
sound motion picture prints. 

see 


American standards association. 


vf 2-18-17 





AA 18772 
American standard sound records and 
scanning area of 45-millimeter 
sound motion picture prints. 
see 


American standards association. 


vf 2-18-17 





American standard specifications and_ 


AMERICAN STANDARDS ASSOCIATION. 
American standard specifications and 

—dimensions for wood poles, Sponsor, 
ASA Telephone Group. ASA 05.1-1948. 
Approved April 9, 1948. [Revises 
and supersedes American standards 
05a-1933, 05.1 through 05.6-1941, 
and American war standard 05.,7-1945] 
14 p. illus. © American Stand- 
ards Assn., New York; 15Jun48; on 
revisions; A23789. 





Library of Congress @ br / p 


Copyright Office 





AMBRICAN standard specifications for 
bearing mounting accessories, 
AA225750. SEE American Standards 
Association. Sectional Committee 
B3. 





| AMERICAN standard specifications for -- 
bearing mounting for ball and roller 
bearings. AA225781. SEE American 


Standards Association. Sectional 
Committee 83. 





AA 18768 


American standard specifications for 
lo0-cycle signal level test film 
for 16-millimeter sound motion 
picture projection equipment. 

see 


—_——— 


American standards association. 


vf 2-18-),7. 





American Standard specifications for 
Indiana limestone. 


INDIANA LIMESTONE INSTITUTE. 
American Standard specifications for 

Indiana limestone. Sponsor: Indiana Lime- 
stone Institute. Approved November 29 
1948, American Standards Association. 
ASA A93.1-1948. pansierd, Ind., 1949] 
16 p. © Indiana Limestone Institute; 
1Apr49; A31397. 


mds/r 


Library of Congress 
Copyright Office 





American standard specifications for inte- 
AMERICAN STANDARDS ASSOCIATION. rior marble 
American standard specifications 
for interior marble. ASA A94.1- 
1948. sponsor; Marble Institute 
of America, inc. Approved Aug. 17, 
1948. [New York, 1948] 9p. 
© American Standards Assn., inc., 
1Sep48; A26179. 


I. Marble Institute of America. 


Library of Congress & 
fn/pam 


Copyright Office 





AA 0187 


American standard specifications for 
microfilm readers. 


ses 


American standards association. 


@.° 1-2-7 





AA 18767 


American standard specifications for 
multi-frequency test film for 
field testing 16-millimeter sound 
motion picture projection equip- 
ment. 


see 


American standards association. 


vf 2-18-17 





AA 18771 
American standard specifications for 
sound-focusing test films for 16- 
millimeter sotind motion picture 
projection equipment. 
see 


American standards association. 


vf 2-19-17 





AA 0185 
1 
American standard specifications for 
45-millimeter slidefilm projection 
rolls. 
see 


4merican standards association. 


@ afp 1-24-k7 





AMERICAN standard specification 
for 35-millimeter sound motion 
picture release prints in 
standard 2000-foot lengths. 
4467203. SEE American Standards 
Assn. 





AA 18766 


American standard specifications for 
3000-cycle flutter test film for 
16-millimeter sound motion pic- 
ture projectors. 

see 


American standards association. 


vf 2-12-17 





American standard specifications for. 


AMERICAN STANDARDS ASSOCIATFON. © 
ELECTRICAL STANDARDS C OMMITTEE. 
American standard specifications for 
weather-resistant (weatherproof ) 


wire and cable (URC type) Approved 








January 27, 194.8, American Standards 
Association. [2d rev. ed.] ai Ds 
© American Standards Assn., New 
York; 10Feb\8; A167h3. 


I. American Standards Assn, (1) 


Library of Congress & 


Copyright Office mds / b 





AMERICAN STANDARD SPECTRAL DIFFUSE 
DENSITIES OF THREE-COMPONENT SUB- 
TRACTIVE COLOR FILMS. A76657. 

SEE American Standards Association. 
Committee on Photographic Sensi- 
tometry, PH2. 





American standard spindle noses for tool room 
lathes. 


AMERICAN STANDARDS ASSOCIATION, SEC- 
TIONAL COMMITTEE ON THE STANDARDI- 
ZATION OF SMALL TOOLS AND MACHINE 
TOOL ELEMENTS, B5. 

American standard spindle noses for 
tool room lathes, engine lathes, 


turret lathes, and automatic 
lathes [developed by Technical 
Committee No. 4 on Spindle Noses 
and Collets for Machine Tools ap- 
pointed by Sectional Committee B5 


lates @& (continued on next 
ibrary of Congress ; 
Copyright Office card) A15592% 





AMERICAN STANDARDS ASSOCIATION. SEC- 
TIONAL COMMITTEE ON THE STANDARDI- 
ZATION OF ... (Card 2) 

American standard spindle noses for 
tool room lathes, ... 


on the Standardization of Small 
Tools and Machine Tool Elements of 
the American Standards Association] 
50 p. © American Society of 
Mechanical Engineers; 60ct54; 
A155938. 


Library of Congress cg 
Copyright Office b/p 





AMERICAN STANDARDS ASSOCIATION. SEC- 
TIONAL COMMITTEE ON THE STANDARDI- 
ZATION OF... (Card 3) 

American standard spindle noses for 
tool room lathes, 


I. American Society of Mechanical 
Engineers. 


Library of Congress & bf 


Copyright Office 





AMERICAN standard splices for S-mil- 


limeter motion picture films. 
AA225776.. SEE American Standards 
Association.. Sectional Committee 
PH22. 





AMERICAN standard splices for 16+ 
millimeter motion picture films for 
projection. AA225778. SEE Amer~ 


Sec= 


ican Standards Association. 
tional Committee PH22. 





AMERICAN standard stainless steel 
pipes A66278. SEE American Society 
of Nechanical Engineers. 





‘American standard steel flenge 
pressure-temperature ratingse SEE 
Mason-Neilen Regulator Company. 





American standard straight cut-off 
blades for lathes and screw machines. 


AMERICAN STANDARDS ASSOCIATION. 
SECTIONAL COMMITTEE (B5) ON THE 
STANDARDIZATION OF SMALL TOOLS 
AND MACHINE TOOL ELEMENTS. 
American standard straight cut-off blades 

for lathes and screw machines; one of a 
series of standards for small tools and 
machine tool elements. Sponsors: Metal 
Cutting Tool Institute, Society of Automo- 
tive Engineers, National Machine Tool 
Builders’ Association, the American 


Library of Congres. 
Copyright Office 


6 (Cont. on next card) 





AMERICAN STANDARDS ASSOCIATION. 
SECTIONAL COMMITTEE (B5) ON THE 
STANDARDIZATION OF SMALL TOOLS 
AND MACHINE TOOL ELEMENTS. 
Meera 2) standard straight cut-off ... 


(Card 2 


Society of Mechanical Engineers. 6 p. 
illus. (ASA B5. 21-1949, UDC 621.937) 
© The American Society of Mechanical 
Engineers, New York; 17Mar49; A30920. 


I. American Society of Mechanical 
“Copyright Office Engineers. 
unb/ mg 





AMERICAN standard stub acme screw threads. 
AA214626<« SEE American Standards 
Assoctatione Sectional Committee Bl. 
Subcommittee Hoe Ze 





American standard T-slots. 


AMERICAN STANDARDS ASSOCIATION. 
SECTIONAL COMMITTEE (B5) ON THE 
STANDARDIZATION OF SMALL TOOLS 
AND MACHINE TOOL ELEMENTS, 
American standard T-slots, their bolts, 

nuts, tongues and cutters... Sponsors: 
Metal Cutting Tool Institute, Society of 
Automotive Engineers, National Machine 
Tool Builders’ Association [and] the 
American Society of Mechanical Engi- 
neers. 13 p. illus. (ASA B5,1-1949) 


Library of Congress (continued on next card) 


Cc ight Offi 
Wintel ASOT2  - g/, 





AMERICAN STANDARDS ASSOCIATION. 
SECTIONAL COMMITTEE (B5) ON THE 
STANDARDIZATION OF SMALL TOOLS 
AND MACHINE TOOL ELEMENTS, 
American standard T-slots... (Card 2) 


© The American Society of Mechanical 
Engineers, New York; 23Nov49; A38702. 


I, American Society of Mechanical Engineers. 


Library of Congress 


Copyright Office 
& ep/r 





{ERICAN standard textile safety 
code. &1.1-19)7. Aa6763. 
SEE American Standards Assn. 





peree joe standard unified and 

ican screw threads for screws. 
AMERICAN STANDARDS ASSOCIATION. 

SECTIONAL COMMITTEE ON STANDARDI- 

ZATION AND UNIFICATION OF SCREW 

THREADS, B 1. 

American standard unified and American 
screw threads for screws, bolts, nuts and 
other threaded parts. Sponsors: Society of 
Automotive Engineers [and] the American 
Society of Mechanical Engineers. 99 p. 
illus. (ASA Bl. 1-1949) © The American 


(Cont. on next card) 
Library of Congress 
Copyright Office & A33185 egm/r 





AMERICAN STANDARDS ASSOCIATION. 
SECTIONAL COMMITTEE ON STANDARDI- 
ZATION AND UNIFICATION OF SCREW 


THREADS, B 1. 
American standard unified... (Card 2) 


Society of Mechanical Engineers, New 


York; 23May49; on revisions; A33185. 


I. Society of Automotive Engineers. 
Il. American Society of Mechanical Engineers. 


Library of Congress 
Copyright Office ee egm, / r 





American standard United States coin book. 


WILSON, RINALDO ALEXANDER, SR. 
American standard United States coin 
book. 23d ed. [Pub. in 1933 
under title: The American catalog 
of all United States coins and 
currency. Cover title: American 


coin book, and standard premium 
list of all United States coins] 
American Numismatic Co. 104 p. 
© Rinaldo A. Wilson, Sr.3;.28Dec53 
(in notice: 1954); A122575. 


I. Title. II. - Title: 


Library of Congress American coin book. 


Copyright Office 





AMERICAN standard wrought-copper and 
wrought-bronze solder~joint fite 
tings. AA203732. SEE American 
Standards Association. Sectional - 
Committee B16. Subcommittee Nos 9. 


& ‘Revised juL1 9 1952 





AMERICAN STANDARDS ASSOCIATION, 
American standard A and B windings 
of 16mm film, perforated one 
edge. SEE American Standards 
Association, Committee PH22. 





American 


standards assn, 


~ 
. 


American standard abbrevitat’7ons 


for use on drawings. Approved Dec, 
18, 1946. © American standards assn 
New York; 2ijMarl7; AAl9530. 





AMERICAN STANDARDS ASSOCIATION, 
american standard abbreviations 
for use on drawingS8s 2326131950. 
{Reve eds] 32 ps © American 
Standards Association, ince} 
1lnec50; AA185110. 


e& JUN - 4 1957 





AMERICAN STANDAR DS_ASSOCIATION, 

American standard acoustical terminology. 
Sponsor: Acoustical Society of America, 
in cooperation with the Institute of Radio 
Engineers, inc. Approved July 31, 1951. 
[At head of title] ASA Z24.1-1951; revi- 
sion of Z24.1-1942. [New York, 1951] 
50p. © onchanges & additions; Ameri- 
can Standards Association, inc.; 14Sep51; 
A64919., 


Library of Congress & / 
Copyright Office = 





AMERICAN STANDARDS ASSOCIATION. 
American standard allowable concen- 
tration of methyl chloride. Ap- 
proved Jan. 5 1949. 237. 18-1919. 
live ©2 SJani; 
AA1058 66. 


9; on revisions; 





AA 18763 


American standards association, 

-.. American standard allowable con- 
centration of trichloroethylene, approved 
August 6, 191.6. [New York, c19l,6] 

7 pe . 27 x 20cm. (Its American in- 
dustrial hygiene standards) 


At head of title: ... 237.19-19)6. 

"Mis ... standard ... has been de-~ 
veloped by a committee, national in 
scope, functioning under the procedure 
of Pog American standards association."- 


(Over) 





"Referenceg«to text". "References 
for general information"; p. 7. 
C 9-6-6; 2 ¢ 10-10-16; American 


standards association, New York; 
4A 18763. 





AM ER ICAN STANDAPDS ASSOCIATION. 
American standard allowable concen= 
tration of xylene. 5 ge age Nov. 


11, 1948. 237. 10-19), 1 v. 


© Ameri can Standards Assn., inc.; 
27Dech8; AA105865. 





AMERICAN STANDARDS ASSOCIATION. 
American standard alternating- 
current power circuit breakers. 
SEE American Standards Associa- 
tion. Sectional Committee on 
Power Switchgear, C37.« 





AMERICAN STANDARDS ASSOCIATION. 
American standard aperture calibra« 
tion of motion=picture lenses. 
SEE American Standards Asso= 
ciation. Committee PH22, 





AMERICAN STANDARDS ASSOCIATION, 

American standard aperture for 
35mm sound motion=picture pro= 
jectorss PH22.586195). Ree - 
vision of Z22458819h:7 « Sheet. 
Appl. authors ASA Committee 
PH22, © American Standards 
Association, ince; 270ct5hs 
A1628794 





AMERICAN STANDARDS ASSOCIATION, 

American standard aperture for 
35mm sound motion=picture 
cameras, PH22459=195i:. Ree - 
vision of 222.5919:7+ Sheet. 
Appl. authors ASA Committee 
PH22. © American Standards Asso-= 
ciation, inte; 270ct5Sls; A162880. 





AME RICAN STANDARDS ASSOCIATION, 
American standard back window 
location for roll film cameras, 
A81879. SEE American Standards 
Association, Committee on Photo- 
graphic Apparatus, PH3. 





American standards association, claimant. 

Americen standard basis for the coordi- 
nation of building materials and equipment. 
Approved September 14, 1945. A 62.1-1945. 
[New York, ©1945] 

6p. 27 cn. 

Pamphlet 

Additions to & revisions of A62.1 
published 1943: from application. 


(C) 1-2-463 2 ¢ 1-23-46; New Lork; AA 3037. 


@ MSH . 2-18-46 





AA 3036. 





American standards association, claimant. - 
American standard basis for the coordina-— 
tion of masonry. Approved agg 14, 1945. 

AG2.2-1945. [New York,°19 

6p. 27 cn. 

Pamphlet. 

Additions to & revisions of A62.2 
published 1943: from application. 


XO) 1-4-46; 2 c 1-25-465 New Lork; AA 3036. 


eS) MSH 2-18-46 


_ - : i MIX A TR ,an fer a 
AMERICAN STANDARDS ASSN. G, New York. 


American staudard building require}= 
ments. Steel joist construction. 
ABZ.1-1947- 7 pe © Taugh?; 
AA6%3506. 





AMERICAN STANDARDS ASSOCIATION. 
American standard buggetrack: test 
film for 35=-millimeter motion pic- 
ture sound reproducers. 222.68=19))9. 
Sheet, illus. © American Standards 
Assn., inc., New York; 20Junh9; 


AA12),03),. 





TlAW CMA git TIT} og Tih TR TAB 
RICA! STANDARDS ASSOCIATION, 


American standard compressed gas cy= 


linder valve outlet and inlet con- 
nections. Approved August 1), 1950. 
B571-1950. 3 pe, illus. 

© Compressed Gas Assn., ince; 

1s wep 503 > AA160837. 





AMERICAN STANDARDS ASSOCIATION, 
American standard cotton-covered 
round copper magnet wire. SEE 
American Standards Association. 
Sectional Committee on Magnet 
Wire, C9. 





AMERICAN STANDARDS ASSOCIATION, 
American standard crossemodulation 
tests, 16mm variablewarea photo= 
graphic sound. PH22.526195h. - 
Revision of 222.52819l:6, Sheet. 
Appl. author: ASA Committee PH22. 
© American Standards Association, 





AVERICAN STANDARDS ASSN, ©, New 

York, 

American standard cutting and 
perforating dimensions for 
Bemillime ter motion picture 
negative and positive raw 
stock. Loose-leaf, diagrs. 
© 8Augh7; on revisions; 
4A 67209. 





AMERICAN STANDARDS ASSN. ©, New 

York. 

American standard cutting and 
perforating dimensions for 16~ 
millimeter silent motion 
picture negative and positive 
raw stock. Loose-leaf, diagr. 

8Augi7; on revisions; 
4467210. 





AMERICAN STANDARDS ASSN. ©, New 

York. 

American standard cutting and 
perforating dimensions for 
16-millimeter sound motion 
picture negative and posi- 
tive rew stock. Loose-leaf, 
diagr. © Saug7s on revi-+ 
Sions; AA67208. 





AMERICAN STANDARDS ASSN. ©, New 

York. 

American standard cutting and 
perforating dimensions for 
55-millimeter motion picture 
positive raw stock. 
leaf, diagr. © 8Aug7; on 
revisions; AA6721ll. 





AMERICAN STANDARDS ASSOCIATIONs 
American standard cutting and pere 
forating dimensions for 526 
millimeter silent motion picture 
negative and positive raw stocks 
Z22s72+1950. Sheet, llluss 
© american Standards Association, 
ince, New Yorkg l2pec503 AA1S3109. 





AMERICAN STANDARDS ASSOCIATION. 
American standard cutting and pere 
forating dimensions for 32-milli- 
meter on 45—millimeter motion 
picture negative raw stock. 
PH22.75-1951. Sheet, illus. 
© American Standards "association, 
inc., New York; 2Ju151; AA189917. 





AMERICAN STANDARDS ASSOCIATION. 
American standard cutting and per«= 
forating dimensions for 35-milli- 
meter motion picture negative raw 
stock. 222. 3-19h9.. Revision of 


Z22.3-19. Sheet, illus. 
© American Standards Association, 
inc., New York; 7Sepl9; AA138027. 





AMERICAN STANDARDS ASSOCIATION» 
American standard cutting and 
forating dimensions for 32 Lilie 
meter sound motion picture 
negative and positive raw stocks 
Z224671+1950.6 Sheet, illus. 
© american Standards Association, 
ince, New Yorks 12Dec503 AALS31146 


& JUN - 4 1951 





AA 18777 


American standards association.-¢ 
American standard definition for mo= 
tion picture safety film. 222.31-19)6 
... Approved July 10, 196, by the 
4“merican standards association; sponsors: 
Society of motion picture engineers. 
New York, cl 9i,6. 
sheet. 27 x 20cm. 


First edition 222.31-19)1." 
Perforated for 4nsertion in a binder. 
nl. author: ASA committee Z220 
QP874 fs 6: 10-10-):6; American 
re) 


standards ass ciation, New York; 
AA 18 vf 2-18-k7 





AA 10893 


American standards association, 

e+» American standard definitions 
(including tolerances) for filling 
materials for bedding and upholstery. 
Approved November 1, 1916, American 
standards association; sponsor, National 
association of bedding and upholstery 
law enforcement officials. [New York, 
e196] 

ll p. 27cm. 


At head of titles ASA L12-1-19h6, 
L12.2-196, & L12.4-19,6. 


(Over) 





Appl. author: ASA committee L12. 
© 11-27-l6; 2 ¢ 12-23-16; American 
standards association, New York; 


AA 089 De 


vf 2-18-)7 





AMERICAN STANDARDS ASSOCIATION, 
American standard designation for 
thickness of photographic paper. 
SEE American Standards Associa- 
tion. Committee PHl, 





AMERICAN STANDARDS ASSOCIATION. 
American standard dimensional and 

electrical characteristics of 
lewatt T-5 preheat start fluor- 
escent lamp, C78.l,00-1951. 
Sheet. © American Standards 
Association, inc., New York; 
19Apr5i; AA1899)6. 





AMERICAN STANDARDS ASSOCIATION. 
American standard dimensional and 

electrical characteristics of 
6<-watt T<-5 preheat start fluor~ 
escent lamp. €78.),01-1951. 
Sheet. © American Standards 
Association, inc., New York; 
19Apr51; AA1B99,5~ 


AUG 23 1951 





AMERICAN STANDARDS ASSOCIATION.» 
American standard dimensional and 
electrical characteristics of 
8-watt T-5 bactericidal lamp. 
€78.1200-1951. Sheet. © American 

Standards Association, inc., New 
York; 19Apr51; Aa189938. 


AUG 23 1291 





AMERICAN STANDARDS ASSOCIATION. 
American standard dimensional and 

electrical characteristics of 
8<-watt T-5 preheat start fluor- 
escent lamp. C78.l,02-1951. 
Sheet. © American Standards 
Association, inc., New York; 
19Apr51; AA1899)3. 





AMERICAN STANDARDS ASSOCIATION. 
American standard dimensional and 

electrical characteristics of 
ly-watt T-12 preheat start fluor- 
escent lamp. C78.l,03-1951. 
Sheet. (American Standards 
Association, inc., New York; 
19Apr51; AA1899)). 





AMERICAN STANDARDS ASSOCIATION. 
American standard dimensional and 
electrical characteristics of 
15-watt 7-8 bactericidal lamp. 
c78.1201-1951. Sheet. © American 

Standards Association, inc., New 
York; 19Apr51; aa18995h. 





AMERICAN STANDARDS ASSOCIATION. 
American standard dimensional and 
electrical characteristics of 
15«watt T-8 preheat start fluor- 

escent lamp. C78.0)~1951. 
Sheet. © American Standards 
Association, inc., New York; 


19Apr51; 4a1899)7. 





AMERICAN STANDARDS ASSOCIATION. 
American standard dimensional and 
electrical characteristics of 

L5<-watt T-l2 preheat start 
fluorescent lamp. C78.l05-1951. 
Sheet. © American Standards 
Association, inc., New York; 


19Apr5l; Aal899)2. 





AMERICAN STANDARDS ASSOCIATION. 
American standard dimensional and 
electrical characteristics of 
20-millimeter 52-inch cold~cathode 
flucrescent lamp. 0C78.1100-1951. 

Sheet. © American Standards 
Association, inc., New York}; 
19Aprs5i; Aal89926. 





AMERICAN STANDARDS ASSOCIATION. 
American standard dimensional and 
electrical characteristics of 
20=millimeter 6lj<inch cold-cathode 
fluorescent lamp. C78.1101-1951. 

Sheet. © American Standards 
Association, inc., New York; 


19Apr51; AA189927. 





AMERICAN STANDARDS ASSOC 
American standard aim 
electrical characteristics of 
20-millimeter 76-inch cold-cathode 
fluorescent lamp. ican ag 
Sheet. @© American Standar 
Association, inc.e, New Souls 


19Apr5l3 AA1E9935.~ 





AMERICAN STANDARDS ASSOCIATION. 
American standard dimensional and 
electrical characteristics of 
20-millimeter &j~inch cold-cathode 
fluorescent lamp,  G768.1103-1951. 
Sheet. © American Standards 
Association, inc., New York; 
19Apr51; AA169930. 
496) 
nus 29 





AMERICAN STANDARDS ASSOCIATION. 
American standard dimensional and 
electrical characteristics of 

20-millimeter 93-inch cold- 
cathode fluorescent lamp. 
678.1105-1951. Sheet, illus. 

© American Standards Association 
inc., New York; 19Apr5l; Aa189916. 


ave 23 1951 





AMERICAN STANDARDS ASSOCTATION. 
American standard dimensional and 
electrical characteristics of 

20-watt T-12 preheat start 
fluorescent lamp. ¢78./;06-1951. 
Sheet. @Q American Standards 
Association, inc., New York; 
19Apr5l; Aal89941. 





ANERICAN STANDARDS ASSOCIATION. 
Arerican standard dimensional and 
electrical characteristics of 
25-millimeter 93-inch cold~cathode 
fluorescent lamp, C78.110-1951. 

Sheet. © American Standards 
Association, inc., New York; 
19Apr513; AA1l89931. 





AMSRICAN STANDARDS ASSOCIATION. 
American standard dimensional and 
electrical characteristics of 
30-watt T-8 bactericidal lamp. 
C78.1202-1951. Sheot. © American 

Standards Association, inc., New 
York; 19Apr5l; 4ai189953. 





AMERICAN STANDARDS ASSOCIATION. 
American standard dimensional and 

electrical characteristics of 
30-watt T~£ preheat start fluor- 
escent lamp. 678.l,07-1951. 
Sheet. © American Standards 
Association, inc., New York; 
19Apr51; 4al&9952. 





AMERICAN STANDARDS ASSOCIATION. 
American standard dimensional and 
electrical characteristics of 
32=watt T-10 12-inch circular 
preheat-start fluorescent lamp. 

678.413-1951. Sheet, illus. 
© American Standards Association, 
inc., New York; 5Jun51; AA189959. 





AMERICAN STANDARDS ASSOCIATION. 
American standard dimensional and 
electrical characteristics of 

hO-watt T-12 instant-start 
fluorescent lamp. C78.600-1951. 
Sheet. © American Standards 
Association, inc., New York; 
SJun51; Aa189928. 





KERICAN STANDARDS ASSOCIATION. 
American standard dimensional and 
elect vical characteristics of 

4O-watt T<12 preheat start fluor~ 
escent lamp. C78.4,08-1951. 
Shest. © Aucrican Standards 
Association, gilts» New York; 


19Apr5i; AA189919. 





AMERICAN STANDARDS ASSOCIATION. 
American standard dimensional and 
electrical characteristics of 

Lo-watt T-17 instant-start fluor= 

escent lamp. c78.601-1951. 

Sheet. © American Standards 

mere inc., New York; 
9 


2 Q5i 
AUG 23 1951 





AMERICAN STANDARDS ASSOCIATION.» 
American standard dimensional and 
electrical characteristics of 
l2-inch T-6 instant-start single- 
pin hot-cathode fluorescent lamp. 
C78.801-1951. Sheet. © American 
Standards Association, inc., New 

York; 19Apr51; aa189922. 





AMERICAN STANDARDS ASSOCIATION. 
American standard dimensional and 
electrical characteristics of 
48-inch T+12 instant-start single- 
pin hot-cathode fluorescent lamp. 
C78.808-1951. Sheet. © American 

Standerds Agsociation, inc., New 
York; 5Jun51; Aal@9932. 


331 


nua #9 | 





AMERICAN STANDARDS ASSOCIATION. 
American standard dimensional and 
electrical characteristics of 
6éh=inch T-6 instant-start single+ 
pin hot-cathode fluorescent lamp. 
o78. 803-1951. Sheet. © American 
Standards Association, inc., New 

York; 19Apr51; Aa189923. 





AMERICAN STANDARDS ASSOCIATION. 
American standard dimensional and 
electrical characteristics of 
72-inch T-8 instant~start single= 
pin hot=-cathode fluorescent lamp. 
G78.805-1951. Sheet. © American 
Standards Agsociation, inc., New 

York; 19Apr51; aa18992). 





AMERICAN STANDARDS ASSOCIATION. 
American standard dimensional and 
electrical characteristics of 
72-inch T-l2 instant-start single- 
pin hot-cathode fluorescent lamp. 
C78.809-1951. Sheet. © American 

Standards Association, inc., New 
York; 5dun51; AA169933. 





AMERICAN STANDARDS ASSOCIATION. 
American standard dimensional and 

electrical characteristics of 
85~watt T-17 preheat start fluor= 
escent lamp. C78.4.09-1951. 
Sheet. © American Standards 
Association, inc., New York; 
19Apr51; AAl89920. 





AMERICAN STANDARDS ASSOCIATION. 

American standard dimensional“Wha’ ‘~~! 
electrical characteristics of 
96-inch T-8 instant~start single~ 
pin hotecathode fluorescent lamp, 
C78.807-1951. Sheet. © American 
Standards Association, inc., New 
York; 19Apr51; AAi8&9925. 

pus *° 





ARIR ICAN 
Amorican st 
electrical characteristics of 
96-inch T-12 instant-start single- 
= hotecath 2 fli 2 wey Ba ™ 
pean nO cavnogcse Piucrescent amps 
C78.810-1951. Sheet. © American 


Standards Arssocietion, inc., New 
York; 5dun5l; AA189936. 





AMERICAN STANDARDS ASSOCIATION. 
American standard dimensional and 

electrical characteristics of 
100<watt T-17 preheat start fluor- 
escent lamp. C78.410-1951. 
Sheet. © American Standards 
Association, inc., New York; 
19Apr51; Aal89921. 





AMERICAN STANDARDS ASSOCIATION, 
American standerd dimensions and 
locations for sound records and 
scanning area of 35-millimeter 
sound motion picture prints. 
222.40, 1950. Sheet, illus. 
© American Standards Association, 
ine., New York; 12Dec50; 4A185352. 


& JUN 25 1954 





American Standards Association, inc. 


AMERICAN STANDARDS ASSOCIATION, 
COMMITTEE ON STANDARDIZATION IN 
THE FIELD OF PHOTOGRAPHY, Z 38. 
American Standard dimensions for amateur 
‘roll film, backing paper, and film spools. 

Sponsor: Optical Society of America, 
[Rev. ed.] Approved May 12, 1950. 


ASA Z38.1.7- 1950. [New York, 1950] 
23 p. illus. © American Standards 
Association, inc,; 13Jun50; A47386, 


. American Standards Association, inc. 


Library of Congress & OCT 
: 2 : I 
Copyright Office jb/r 0 1959 





AMERICAN STANDARDS ASSOCIATION, 
American standard dimensions for 
Sum motionspicture film. SEE - 
American Standards Association. 
Committee PH22. 





AMERICAN STANDARDS ASSOCIATION. 
American standard dimensions for 
film packs. 238.1.1-1951. Revi- 
sion of 238.1.1-1941 and 238.1.2+ 
19j1. Sheet, tllus. © American 
Standards Association, inc., New 
York; 28Jun51; Aa189937. 





AMERICAN STANDARDS ASSOCIATION, 
American standard dimensions for 
S 1/ie-x 2 1/8-inch aerial film 
pools, A8281k. SEE American 
Standards Association, Sectional 
Committee PH. 





AMERICAN STANDARDS ASSOCIATION, 
American standard dimensions for 
S 1/e-x 2 5/6-inch aerial film 
spools, A&2815. SEE American 
Standards Association, Sectional 
Committee PH. 





American standards assn. 

American standard dimensions for 
graphic arts sheet film (inch size) 
Z238.1.26. QaAmerican standards assn., 


New York; 20Marl7; AAl953). 





AMERICAN STANDARDS ASSOCIATION, 
American standard dimensions for 
graphic arts sheet film (inch 
sizes) SE American Standards 

Association. Committee PHl. 





American standards assn. 

American standard dimensions for 
industrial X-ray sheet film (inch 
size) 238.1.25. Q American standards 
association, New York; Z0Marl;7; AAl9535. 





AMBRIGAN STANDARDS ASSOCIATION, 
American standard dimensions for 
industrial x-ray sheet film (inch 
sizes) SER American Standards 
Association. Committee PH1. 





AMERICAN STANDARDS ASSOCIATION, 
Amorican standard dimensions for 
lantern slides. 2358.7.19-1950. 
Sheet, lllus. @ American 
Standards Association, inc., New 
York; 20Ju150; aa168768,. 





AMERICAN STANDARDS ASSOCIATION. 
American standard dimensions for 
medical x-ray sheet film (inch 
and centimeter sizes) SEE 
American Standards Association, 
Committee PH1l,. 





American standards assn. 

American standard dimensions for 
medical X-ray sheet film (inch and 
centimeter sizes) 238.1.27. © 
American standards assn., New York; 
20Mar47; AA\9531. 





AMERICAN STANDARDS ASSOCIATION, 
American standard dimensions for 
molded«type cores for photo- 

graphic film and paper rolls, 
SEE American Standards Associa- 
tion, Committee PH1. 





AMERICAN STANDARDS ASSOCIATION. 
American standard dimensions for 
mounting frames for theater pro=- 
jection screens. 2224781950. 
Sheet. @ American Standards Asso~ 
ciation, inte; liApr50; AAI50019. — 





AMERICAN STANDARDS ASSOCIATION, 
American standard dimensions for 
e- k-inch eerial film spools. 
819. SEE American Standards 
Association, Sectional Committee 





AMERICAN STANDARDS ASSOCIATION. 
American s ions for 


tandard dimens 
9 1/2-x 5 3/ié-inch aerial film 
spools. A82820. SEE American 
Standards Association. Sectional 
Committee PHL. 





AMERICAN STANDARDS ASSOCIATION, 
American standard dimensions for 
9 1/e- 6 5/S-inch acrial film 
spools, A62821. SEE American 
Stendards Association. Se¢gtional 
Committee PH. 





AMERICAN STANDARDS ASSOCIATION. 
American standard dimensions for 

100-Mil magnetic coating on 
single-perforated l6ma motion- 
picture film. PH22.87-1953. 
Sheet. Appl. authors; ASA 
Committee PH22. © American 
Standards Association, inc.; 
31Ju1533; A108497. 


‘@ 





AMERICAN STANDARDS ASSOCIATION. 
American standard dimensions for 
photographic double film holders 
of the lockerib type. 238.1.51- 
1951.. Sheet, illus. @ American 
Standards Association, inc., New 
York; 28Jun51; Aa189909. 





AMERICAN STANDARDS ASSOCIATION, 
agrerons raga “paves a 
otographic ates (Inc 
siheat 23 0uda30e1 9516 byes 
conaninvinic tenes Wen Tema” 
Association, ince w Yor 
26Peb51g AALGSIL3. 


& JUN -~4 1951 





AMERICAN STANDARDS ASSOCIATION, 
American standard dimensions for 
photographic paper rolls. SEE 
American Standards Association. 
Committee PHI. 





AMERICAN STANDARDS ASSOCIATION. 
American standard dimensions for 
photographic paper sheets, SEE 
American Standards Association. 
Committee PH. 





AMERICAN STANDARDS ASSOCIATION. 
American standard dimensions for 
professional portrait and cormmer- 
cial sheet film, centimeter sizes. 
oe 1.29-191;9. Revision of 
238.01029=19 Sheet. © Amer~= 
ican Standards Association, inc., 
New York; 19Augl9; AA138026. 





American standards assn. 

American standard dimensions for 
professional portrait and commercial 
sheet film (inch size) 238.1.28. 
© American standards assn., New York; 
20Marl73 AA,I533~ 





AMERICAN STANDARDS ASSOCIATION. 
American standard dimensions for 
professional portrait and 
commercial sheet film (inch 
sizes) SEE American Standards 
Association, Committee PH1, 





AMERICAN STANDARDS ASSOCIATION, 
American standard dimensions for 
projection lamps medium prefocus 
base-down type. A682825. SEE 
&merican Standards Association. 
Sectional Committee PH22,. 





American standard dimensions for 
rojection lemps medium prefocus 
double-contact base-up type. 

SEE American Standards 
ee Sectional Committee 





AA 18773 


American standards association. 

American standard dimensions for pro- 
jection rooms and lenses for motion pic- 
ture theatres. 422.28-19l16 ... Approve 
July 10, 194.6, by the American standards 
association; sponsor: Society of motion 


picture engineers. New York, cl19l6. 
sheet. 27 x 20cm. 


"First edition Z222.28-19)1." 


erforated for insertion in a binder. 
eae: thonem: ASA committee Z22. 
oY B-3-h6; 2@: 10-10-/}6; American 
frengares asso ciation, New York; 





AMERICAN STANDARDS ASSOCIATION, 
American standard dimensions for 
radiographic intensifying screens, 
238 .21.50-19)8. Sheet. © American 
Standards Assn,, inc., New York; 
28Dech8; AA105869. 





AMERICAN STANDARDS ASSOCIATION, 
American standard dimensions for 
roll film and unsensitized leaders 
and trailers for aerial photo- 
graphy. AS82622. SEE American 
Standards Association, Sectional 
Committee PHI. 





AMERICAN STANDARDS ASSOCIATIONs 
Américan standard dimensions for 

rolled threads for screw shells of 
electric lamp holders and for screw 
shells of unassembled lamp bases. 
C81.1-1951. Revision of Ch)-1931. 

7 pes illus. Q American Standards 
Association, inc.; 12Apr51; AA18993). 





AMERICAN STANDARDS ASSOCIATION, 
American standard dimensions for 
7x 1 13/l6-ineh serial film 
spools, A82816, SEE American 
Standards Association, Sectional 

Committee PHI, 





AMERICAN STANDARDS ASSOCIATION, 
American standard dimensions for 
7-x 2 3/8-inch aerial film spools. 
A82817. SEE American Standards 
ne Sectional Committee 
PH. 





AMERICAN STANDARDS ASSOCIATION, 
American standard dimensions for 
7-x  5/8-inech aerial film spools. 
A82818. SEE American Standards 
— Sectional Committee 
PH. 





AMERICAN STANDARDS ASSOCIATION. 

American standard dimensions for 
7O=millimeter 100-foot film spool 
for recording instruments and 
still picture cameras. 238.1.55= 
1951. Sheet, illus. © American 
Standards Association, inc., New 
York; 28Jun51; Aaa189918. 





AMERICAN STANDARDS ASSOCIATION. 
American standard dimensions for 
7O-millimeter perforated and 

unperforated film; cutting and 

perforating standard. 2Z235.1.3=- 
1948. Sheet, illus. © American 
Standards Assn., inc., New York; 
28Dech8; on revisions; AA105870. 





AMERICAN STANDARDS ASSOCIATION. 
American standard dimensions for 
16mm film, perforated one edge, 
SEE American Standards Assoe 
ciation. Committee PH22. 





AMERICAN STANDARDS ASSOCIATION, 
American standard dimensions for - 
16mm film, perforated two edges. 
SEE American Standards Asso«# 
ciation. Committee PH22, 





AMERICAN STANDARDS ASSOCIATION. 
American standard dimensions for 

16-millimeter 100-foot film spool 
for recording instruments and still 
picture cameras. 238.1.52-1951. 
Sheet, illus. © American Standards 
Association, inc., New York; 
28Jun51; AAl89911. 


AUG 23 1951 





AWBRICAN STANDARDS ASSOCIATION. 

Amorican standard dimensions for 
16-millimeter 200-foot film spool 
for recording instruments and 
still picture cameras, 738.1.53= 
1951. Sheet, illus. © American 
Standards Association, inc., New 
York; 28dun51; sal89912. 


AUG 23 4951 





AMERICAN STANDARDS ASSOCIATION, 
American standard dimensions for 
stereo still pictures on 35-milli- 
meter film, 5 perforation format. 
SEE American Standards Associa-~ 
tion, Committee PH3, 





AA 10888 


American standards association, 

American standard dimensions for 
theatre projection screens. ASA 422,29- 
1946. Ist ed. 222.29-19l)1 ... Approved 
July 10, 19),6, by the American standards 
association; sponsor; Society of motion 


picture engineers. New York, N. Y., 


c19h6. 
sheet. 27 x 20cm. 


Perforated for insertion in a binder. 


Appl. Se ASA committee 222. 
6; America 


3’ 


© 8- @ 22225 
steps sys ‘ad 3: 0 ciation, . gy) Ropes 





AA 1877 


American standards association. 

American standard dimensions for 
theater projection screens. 7222.29-191,6 
«e- Approved July 10, 19l,6, by the Ame 
can standards association; sponsor: 
Society of motion picture engineers. 


New York, c196. 
sheet. table. a7 x 20cm. 
"Pirst edition 222.29-19\1." 
Perforated for insertion in a binder. 
Appl. author: ASA shan) dap 
»). B-1=lL63 -10-l163 erican 

s ren aants abso q@y ciaci Hs New York; 


ee: vf 2-18-17 





AMERICAN STANDARDS ASSOCIATION, 
INCe Ge 
American standard dimensions for 
theatre projection screengs 
« New York, c19),8, 
27Sep83 on revisions; 





AA 10186 
eZ 


American standards association, claimant 
«+e American standard dimensions for 
35-millimeter film magazines for still 
picture cameras, (New York, Printed by 
Georgian press] cl9l.6. 
sheet. illus. 27 x 19 1/2cm. 
(One of a series of “merican standards 
for photography (other than cinemato- 
graphy) 238.1.47-196) 


are: eh ASS Sie ae 228. 
-9-.6; 2 c 11-5-L6; New York: 
AA hotee, 3 ae ? 


afp 1-2-7 





AMERICAN STANDARDS ASSOCIATION. 
American standard dimensions for 
35emillimeter film magazines for 
still picture cameras. SEE 
American Standards Association. 
Committee PH1l. 





AMERICAN STANDARDS ASSOCIATION, 
INC. © 
American standard dimensions for 
35emillimeter magazine film (for 
miniature cameras) Z38elel)9=19),8. 
New York, c298, Sheet, illus, 


© 3Sepl)85 Aa9505h. 





MERICAN STANDARDS ASSN, ©, New 

York. 

American standard dimensions 
for 16-tooth 35-millimeter 
motion picture projector 
Sprockets. Loose~leaf, 
diagrs. © SAugh7; on revi- 
Sions; AA67206. 





AMERICAN STANDARDS ASSOCIATION. 
American standard dimensions for 
35-millimeter magazine film 
(for miniature cameras) 238. Sl 
1951. Revision of 238.1.),9-1948. 


Sheet, illus. @ American Standards 
Association, inc., New York; 
28Jun51; Aal89910. 


AUG 23 195% 





AMERICAN STANDARDS ASSOCIATION, 
American standard dimensions for 
35mm motion picture film alternate 
standards for either positive or 
negative raw stock, A82823. SEE 
American Standards Association, 
Sectional Committee PH22. 





AMERICAN STANDARDS ASSOCIATION, 
American standard dimensions for 
35mm motion=picture positive raw 
stock. SEE American Standards 
Association. Committee PH22, 





AWBRICAN STANDARDS ASSOCIATION. 

American standard dimensions for 
35-millimeter 100-foot film spool 
for recording instruments and 
still picture cameras. 238.1.5lj-1951. 
Sheet, illus, © American Standards 
Association, inc., New York; 28Jun51; 
AA189913. 


AUG 23 | 





AMERICAN STANDARDS ASSOCIATION, 
American standard dimensions for 
35mm motionepicture shortepitch 
negative film. SEE American 
Standards Association, Committee 
PH22.6 





AMERICAN STANDARDS ASSOCIATION, INC. 
American standard dimensions for 
200-Mil magnetic sound tracks 
on 35mm and 17 1/2mm motion- 
picture film. PH22.86-1953. 

Sheet. Appl. author: ASA 
Committee PH22. © American 
Standards Association, inc.; 
31du153; A108),.96. 


‘@ 





AMERICAN STANDARDS ASSOCIATION. 
American standard dimensions of 
desks and tables for general 
office use. X2.1.1-195l. 
Sheet. (American Standards 
Association, inc., New York; 
21Jun51; aa189949. 


AUG 23 1951 





AMERICAN STANDARDS ASSOCIATION G 

American standard dimensions of 
inch-sige photographic papers. 
238..1.),3-19)7. New York, 197. 
Sheet. © 22De 


AA39637. 


73 on revisions; 





American standards association. 
American standard dimensions of 
molded type cores for photographic film 
and paper rolls. 238.1.1,8-197. 
New York, 0197. 
sheet. illus. 270m. 


© Amrican standards assn., New York; 


Qdunk7 3 AA555i). 


vf Shugh? 





AMERICAN STANDARDS ASSOCIATION, 
American standard dimensions, tol- 
erances, and terminology for home 
cooking and baking utensils. 
ZElel“199. 7 Pes tadles. 
© American Standards Association, 
inces 15Novlj9; AA138023. 





AMERICAN STANDARDS ASSOCIATION, 
American Standard direct-acting 
electrical recording instruments, 
switchboard and portable types. 
SEE American Standards Association, 
Sectional Committee on Electrical 
Measuring Instruments, 639. 





AMERICAN STANDARDS ASSOCIATION, 

ING. U. 

American standard discoloration test 
for safety glass, 226,la~-19)8, 
Revision of section 1 of Safety 
code for safety glass for glazing 
motor vehicles operating on land 
highways, 226.1-1938, Wew York, 
c1948. © 180cthOs AA101108. 





AMBRICAN STANDARDS ASSOCIATION, 
American standard 8mm motione - 
picture film usage in cameras 
SEE American Standards Asso« 
ciation. Committee PH22. 





AMERICAN STANDARDS ASSOCIATION, 
American standard Gmm motions 
picture film usage in projector. 
SSE American Standards Assoclatgon. 
Committee PH22, 





AMERICAN STANDARDS ASSOCIATION. 
American standard electrical and 
mechanical characteristics of 
apparatus bushings (used with 
power circuit breakers and oute 
door transformers) C37.lja-195),, 
cS7 212b<195l,. Sheet. Appl. : 
authors: ASA Committee C37 & C57. 
© American Standards Association, 

ince; 270ctShs; A162877. 





AA 18775 


American standards association, 

American standard emulsion and sound 
record positions in camera for 16-milli- 
meter sound motion picture film. 222.15 
1946 ... Approved March 26, 196, by 
the American standards association. New| 


York, e196. 
sheet. illus. 27 x 20cm. 


"Pirst edition: 2Z22.15-19)1." 
Perforated for insertion in a binder. 
: : ittee Z2e. 
Appl Spe. ASS (OO; American 
standards asso ciation, New York; 
AA 187756 vf 2+18-7 





AA 18783 


American standards association. 

American standard emulsion and sound 
record positions in camera for 45-milli- 
meter sound motion picture film. 222.2- 
196 ... Approved March 26, 19l,6, by the 
American standards association. New 
York, -c19)6. 

sheet. illus. 27 x 20cm. 


"The title of this standard is the 
only revision from the 191 edition.” 

"Pirst edition: Z22.2-19\1." 

Perforated @* insertion in a 


(Over | 





binder. 


&ppl. author: ASA committee Z22 6 
© 5-15-6; 2 ¢ 10-10-16; Ame rican 
standards association, New York; 


AA 18783. 


vf 2-18-),7 





AA 18782 


American standards association, 
American standard emulsion and sound 
record positions in projector for 435- 
millimeter sound motion picture film. 
Z22.3-19).6 ... Approved March 26, 196, 
by the American standards association. 


New York,. c19l,6. 
sheet. illus. 27 x 20cm. 


"The title of this standard is the 
only revision from the 191 edition." 
"First edition: Z22,3-19)1." 
Perforated for insertion in a 
binder. 
(Over) 





Appl. author: ASA committee Z22. 
© 5-15-63; 2 ¢ 10-10-46; American 
standards association, New York; 
AA 18782. 


vf 2-18-),7 





AA 18776 


American standards association. 

‘Ame rican standard emulsion position i 
camera for 8-millimeter silent motion 
picture film. 222.21-19)6 ... Approved 
March 26, 19.6, by the American standards 
association. New York, c19h6. 


sheet. illus. 27 x 20cm. 


"Pirst edition: Z22.21-19l1." 
Perforated for insertion in a binder. 
Bppl. author: ASA Cue dae Z22. 
ae Kets American st 
agra 7a socta, ee New York; 
vi 2-18-17 





AA 18781 


American standards association. 

American standard emulsion position 
in camera for l6-millimeter silent mo- 
tion picture film. 222.9-196 ... 
Approved March 26, 1916, by the American 
standards association. New York, 
e196. 

sheet. illus. 27 x 20cm, 


"Pirst edition: Z22.9-19)1." 

"The title of this standard is the 
only revision from the 191 edition." 

Perforated for insertion in a 


binder. 
(Over) 





apple author: ASA committee Z22, 
© 5-15-l16; 2 c¢ 10-10-/;6; American 
Standards association, New York; 
4A 18781. 


vf 2-18-l:7 





AMERICAN STANDARDS ASSOCIATION. 
American standard enamel-coated 
round copper magnet wire, SEE 
American Standards Association, 
Sectional Committee on Magnet 
Wire, C9. 





AMERICAN STANDARDS ASSOCIATION, 
American standard enlargement ratio 
for 16mm to 35mm optical printing. 
A82826. SEE American Standards 
Association, Sectional Committee 
PH22 





AMERICAN STANDARDS ASSOCIATION. 
American standard exposure-time 
markings for between-the-lens 
shutters used in still picture 
cameras, A81885, SEE American 
Standards Association, Committee 
on Photographic Apparatus, PH}, 





AMERICAN STANDARDS ASSOCIATION, 
American standard exposure-time 
markings for focal-plane shutters 
used in still picture cameras, 
SEB American Stendards Associa- 
tion, Committee on Photographic 
Apparatus, PH3, 





AA ho892 


American standards association. 

-.. American standard for accuracy of 
scales, graduates, and thermometers for 
use in photography. ASA 238.8.9-19l6 .. 
New York, N. Y., c19)6. , 

sheet. 27 x 20cm, 


At head of title: This publication ig 
one of a series of American standards fo 
photography (other than cinematography). 

Appl. author: ASA committee 238. 

ee Oe aS Rey Pe 
standards aded m.°otattens Roe eoneg 
AA 0892. & 


vf 2-18-17 





AA 8075 ; 


American standards association, claimant. 
American standard for automatic sta- 
tion control, supervisory, and telemeter- 
ing equipments. ([Rev. ed. ] LNew York, 

American standards assn., c19\5] 
pamphlet (15 p.) illus. 27cm. 
(C37.2-1945) 


Application author of new matter: 
ASA committee C37. 
© 1-15-16; 2 ¢ 4-30-16; New York; 


AA 8075. 


@& vf 2-18-7 





AMERICAN STANDARDS ASSOCIATION ©. 
American standard for chromium= 
plated surfaces for ferrotyping. 
238.8.18-19);8. Sheet. 
© 23Junl\8; Aa8820). 





AA 11559 


American standards association, claimant 
American standard for diffuse trans- 
mission density. Approved March 5, 
TORO: exis (New York, American standards 
association, ¢c19l,6] 
pamphlet (27 p.) illus. A hae 


19 1/2cm. (238.2.5-19),6) 
Appl. author: ASA cdémmittee 238. 
© 3-28-6; 2 ¢ 4-25-16; New York; 


AA 11559. 





American standards assn. 

American standard for distance 
Scales marked in feet for focusing 
camera lenses. © American standards 


assn., New York; SMarl73; AAl7618. 





AMERICAN STANDARDS ASSOCIATION ©, 
American standard for distance scales 
marked in meters for focusing camera 
lenses. 238.),.13-1948. Sheet. 
© 10marl8; aa38351. 





AMERICAN STANDARDS ASSOCIATION. 
American standard for distribution, 

power, and regulating transformers, 
and reactors other than currente 
limiting reactorse C57el12=191:9. 
20 pes illus. © American Standards 
ASene, inces 3Feb93 on revisions; 
AA107936. 





AMERICAN STANDARDS ASSOCIATION, 

American standard for electrical 
indicating instmments; panel, 
switchboard, and portable in- 
struments. *03901=1951. [3a ed.} 

L8 pes illus. © American Standards —- 
Association, ints; 19Jan51;3 
AA183116. 





American Standards Association, inc. 


AMERICAN STANDARDS ASSOCIATION. 
SECTIONAL COMMITTEE ON ELECTRICAL 
MEASURING INSTRUMENTS, C39. 
American standard for electrical indicating 

instruments. Sponsor: Electrical Stand- 
ards Committee. Approved March 1, 


1949, [Pt. 1: Switchboard and panel in- 
struments. Rev. ed. New York, 1949] 
43 p. illus. © American Standards 
Assn., inc.; 22Mar49; on revisions; 
A31931. 


Library of Congress 


Copyright Office & (Cont. on next card) 
br/r 





AMERICAN STANDARDS ASSOCIATION. 
SECTIONAL COMMITTEE ON ELECTRICAL 
MEASURING INSTRUMENTS, C39. 
American standard for... (Card 2) 


I. American Standards Association, inc. 


br/r 


Library of Congress 
Copyright Office 





AMERICAN STANDARDS ASSOCIATIONs 
American standard for flash 

synchronizing equipment bayonote 

io Rem pate cord ends and 
Ma olie27#19526 Sheet, 
illus. American Standards 
Association sua? New York 
26Peb513 AA 


& Jun = 4 1958 





AMERICAN STANDARDS ASSOCIATION. 
American standard for flash synchrone 
izing equipment bipost»type cone 
to ee cord ends and pings — 
phe pe 1951. Sheet, illus. 
© american Standards Association 
ince, New Yorks 26Feb51g AAIO310%~ 


ee JUN -4 1951 





AVERICAN STANDARDS ASSOCIATION. 

American standard for groundingetype 
attachment plug caps and receptacles. 
C73a-1950. Sheet, flluss © Amer 
ican Standards Association, ince, 
New Yorks 180ct503; AA183108. 


& Jun -4 Wo! 





AMERICAN STANDARDS ASSOCIATION. 
American standard for photographic 
grade thermometers. 238.8.11~-19};8. 
Sheet. © American Standards Assn., 
inc., New York; 22Decl\8; AA105867. 





AMERICAN STANDARDS ASSOCIATION ©, 
American standard for photographie 
graduates. ren ey oy 
Sheet. © 23Junl,8; 488215. 





AA 10188 


American standards association, claimant 
«+. American standard for reels for 
processed microfilm. [New York, Print- 

ed by Georgian press] c196. 

sheet. illus. 27 x 19 1/2cm. 
(One of a series of American standards 
for photography (other than cinemato- 
graphy) 238.7.17.-19)6) 


&ppl. author: ASA committee 238. 
© 10-18-46; 2 ¢ 11-5-l16; New York; 


AA 40188. 


& afp 1-2-7 





ANERICAN STANDARDS ASSOCIATION, 
American standard for relays asso- 
cieted with electric power 
epparatuse C37.1-1950. 11 pe. 
© American Standards Association, 
inte; 13Apr50; AA150021,. 





AMERICAN STANDARDS ASSOCIATION, 
nerican standard for shutter cable 
release tip and socket wit ih taper 
(Buropean) threads 23901451950. 
Sheet, illus, © on rovisions; 
American Standards Association 


ines, New Yorks; 3Apr503 aailo50e. 


& MAY 1 7 1950 





AMERICAN S'TANDARDS ASSOCIATION, 
American standard for simtter cable 
tip and socket with straight 
(abortcan) throade 7358alja6~1950e 
t, illus. ©on revisionsg 
American Standards Association, ince, 


New Yorks 5Apr50g; aAl9 


eS WAY + 7 1950 





American standard for th | 
motion picture pro Jecti on reelss 
SEE prec el Standards Associatione 
Committee PH22.¢ 


fF TCAN SPANDARDS ASSOCIATIO 





AMERICAN STANDARDS ASSOCIATION. 
American standard for 16=millineter 
sound projector test film. 
Z22 279-1950« Sheet. © American 
Standards Association, int. 
lApr50; AA150020. 





AMERICAN STANDARDS ASSOCIATION, 
American standard for stepsvol tage 
and inductionevoltage reculators. 
C57e15"19,9~ [Reve ede] 9 pe 
© American Standards Association, 
ines} 23Jan50; Aai41959, 





AMERICAN STANDARDS ASSOCIATION. 
American standard for Xray sheet 
film hangers, clip type. 
2359.08.23-191,9. . Sheet, illus. 
© American Standards Association, 
ince, New York; 3Augl9; AA13802)). 





ANERICAN STANDARDS ASSOCIATION. 
American standard gaging practices 
for ball and roller beari . 

B3 el-1950.~ 9 Pe, illus. "© inert = 
can St 8 Association, inc.; 
31Jan50; AA150013. 





AMERICAN STANDARDS ASSOCIATION. 
American standard gray finidhes for 
industrial apparatus and equip= 
ments 255.1~1950. 7 De 
© American Standards Associ ation, 
incesihApr50; AAI50025. 





AMBRICAN STANDARDS ASSOCIATION, 
American standard de 
and operation of 
transf re, AS81892, 
American Standards Association. 
Sectional Committee, C57. 





AMERICAN STANDARDS ASSOCIATION, 
American sten guide specifica- 
tions for alternating-current 
power circuit breakers, A95831l,. 
SEE American Standards Associa=- 
tion. Sectional Committee on Power 
Switchgear, C37. 





AMERICAN STANDARDS ASSOCIATION. 
American standard incandescent lamps. 


FOR CURRENT ENTRIES 
See 


UNIT B SERIAL FILE 





AMERICAN STANDARDS ASSOCIATION, 
American standard incandescent lamps. 
© American Standards Asan., inc. 
General service for 115, 120 and 
125 volt cireuits. C76.100-1919. 
© i2sprig3; 4A119352. 

General service for 2350 and 250 
volt circuits. C78.101-1949, 
© 12Apri,93 4A11935535~ 

Train, locomotive and country home 
service, 30-3 and 60-6 volts. 


€784102-1949. © 12Aprh9; 
44119353). 


& See next card, 





angers railway ‘service. C78.103- : 
Se © i2Apri8 (in notice: chek 
24199335. 
Spotlight and floodlight service, 
robs 120 and 125 volts. iad 
9. © 12Aprh9; a 336, ~ 
11 5-125 volt service, 210 6-199. 
12Aprh9; AAll9337~ 
Projector and reflector spotlight 
and floodlight lamps, 115, 120 
and 125 volts. C78. nilaeeee 
© 12Apri;9; AA119338. 


American Standards Assn., inc. 
American standard a | descent lamps. 


CARD 2 





Street series service, C78.109- 
1949. © 22Aprh8 (in notice: 
19,9) 3 AA119559« 

Miniature incandescent lamps. 
€78.1),0-19)9. © 12apr9; 
4A1193),0. 

S-6 bulb, candelabra screw base, 
os bulb, candelabra screw base. 
C75. 


2001919. © 12Aprh8 (in 
notices 19:9); 4A1193)2. 
F78 2012949, © Zhe ag 
* ~, o Tr 
AA1193)2. eee 


American Standards Ass ince 
American Standard incandescent 
lamps. CARD 3. See next card. 





S<-11 bulb, intermediate screw base, 
679.202-191:9. © 12Aprl.9; 
£A1193);3. 

S-1); bulb, medium screw base. 
C78.203~19),9. © 12Aprh9; ce ene 

A-15 bulb, medium screw base. C76. 
20h-191,9. © 12Apr9; 4A1193)5. 

A-17 bulb, medium screw base. . 
C78..205-1949. © 12Apri9; AA11 9546. 

A-19 bulb, medium screw base. C70. 
206-199. © 12Apri9; AA119347- 


American Standards Assn., inc. 
candescent lamps. 





7-6 1/2 bulb, intermediate screw 
base. — © 12Aprh9; 
4A1193),8. 

T+10 bulb, medium screw base. C78. 
2081919. © 12Apri9; AA119349. 

T<10 reflector bulb, medium screw 
base. 078.209<19)9. © 12Apri9; 
44119350. 

A-19 buld, medium screw base. C78. 
210-199. © 12Aprij8 (in notice: 
1949); AA119351. 

A~19 bulb, medium screw base. 078. 
212-1949. © 12Aprl9; AA119352. 

American Standards As NCe 


4merican standard in- andescent lamps. 
ARD 5. See next card. 





T-8 bulb, medium screw bas@. 
KA119353« 
PS<-25 bulb, three-contact medium 
screw pase. 078.21 “19196 
Cc 12Apr! 193 AAL1L9554. 
P5<25 bulb, three-contact Mogul 
screw bales. 078.21! i199. 
© 12Apriy; AA119355. 
Aw21 es mods unm screw DABG. 
AA119356 ° i 
A-21 bulb, meds um screw base. 
0780216-129))9. © © r2zhprls 93 AA119357. 
American Standards As 
American standard tn @ cos candeseent lanps. 
CARD Ge. See next card. 





A-21 bulb, medium _scrow base. 
C70e227-1959. © 12Aprigs 
AA119358. 

A=-25 bulb, modium screw base, 
€78.219-29)9. © 12Aprl9; 
AA119559« 

G-30 bulb, thres-contact Mogul 
screw base. C70.229-1949. 
© 124Aprlig; &4A119360. 

PS<25 bulb, medium screw base. C78. 
220-1919. © 12Aprij9; AA119362. 

PS-30 bulb, medium screw base. C75. 
222-1919. © 12Aprk9; A&119362. 


American Standard ‘in @ inc. 


American standard in- candescent lamps. 
CARD 7. See next card. — 





Yogul screw 
© 12aprl,93 
Mogul screw 
YG l2Aprl93 
Mocul serew 
© 12Apri9; 


PS<#35 bulb, 
2235-19),9.« 
PS-1,0 bulb, 
22),-19),9~ 
PS=52 buib, 
225°1949~ 


P-25 bulb, medium screw 
226-191;5. 


© 12Aprh)9; 


base. C78. 
Ah119363. 
base. c7&. 
4A11936L. 
base, C78. 
£4119365. 
basse. 078.. 
AA119366. 
base, €78.. 


G-30 bulb, medium screw 
233=19)9. © 12Aaprks; aalh 9367. 
G+l0 bulb, Mcogvl screw base. a 
235-1949. © 1ahprijg; 44119368. 


American Standard Agssn., inc. 


erican standard in=- candescent lamps. 
ACARD 8. & See next card, 





R<l\0 bulb, medium skirted screw 
base, €78.236-1949. C€ 12Aprl9; 
441194569. 
R-/\0 bulb, medium screw base, 
C78.237=191:9. © 12Apri:9; AA119370. 
PAR~38 bulb, medium skirted screw 
base. 076.238-191:9. © 12Aprl9; 
&A119371. 
PS-25 bulb, Mor ow base, C78, 
E5199. © iPAprii9; AALLO3725 
G6), bulb, Hool bipost base, C78. 
2).5-19:9. © 12Aprii5; &A119373. 
G30 bulb, medium skirted screw base. 
C78.221:9+2919. © 12Aprh9s Aa119374. 
American Standards Assn inc. 
American standard in- candescent laps. 
CARD 9. er tthe 





AMERICAN STANDARDS ASSOCIATION. 
American standard incandescent lamps. 
© American Standards Assn., inc. 
G-l}0 bulb, Mogul screw base. C78. 
23-1949. © 12Aprl)9; AA12)033. 





AA 0890 


American standards association. 

-o- American standard internal di- 
mensions for deep tanks for commercial 
photofinishing. ASA 238.8.-196 ... 
Approved: October 11, 19),6, by the 
American standards association; sponsor: 


Optical society of America. New York, 


N. ¥., c19)6. 
sheet. illus. 27 x 20cm. 


At head of title: This publication 
is one of a se ries of American stan- 
dards for pho @ vogra hy (other than 

Rover) 





cinematography). 
Appl. author: ASA committee 238, 
© 11-26-l.6; 2 ¢ 12-23-6; American 
standards association, New York; 


AA 0890, 


vf 2-17-17 





‘ A22 
AA 4.088 


American: standards 4; iation, claine 
ant. 
American standard internal dinen-« 
8Sions for radiographic film process- 
ing tanks, 238.8.7-Hji6. 196. 


~ 


6 . £ . 
2-25-63; New Yorks 


“ 


afp 22"prh7 





AA 0899 


American standards association. 

~e. “merican standard internal dimen 
sions for radiographic film processing 
tanks. ASA 238.8.7-19l.6 ... Approved: 
October 11, 196, by the American stan- 
dards association; sponsor: Optical 
society of America. New York, N. Y., 


e196. 
Fe Se illus. 27 x 20cm. 


At head of title: This publication 
a series of Amerjcan stan- 
heres tor pho Oo fother than 


(Over) 





cinematography). 
Appl. author: ASA committee 238, 
© 11-26-l:6; 2 ¢ 12-23-l6; American 
Standards association, New York; 


44 1.0899, 


vf 2-18-17 





AMERICAN STANDARDS ASSOCIATION, 
American standard interrupting 
rating factors for reclosing 
service on power circult breakers. 
A95832. SEE American Standards 
Association. Sectional Comnittee 
on Power Switchgear, C37. 





AMERICAN STANDARDS ASSOCIATION. 
American standard lens aperture 
markings. 238.1;.7<1950. Sheet. 
© on addition of footnote; American 
Standards Association, ince; 23Mar50; 
AA150016. 





AMERICAN STANDARDS ASSOCIATION» 
American standard letter symbols for 
aeronautical sciences. 210.7#19506 
19 pes illus, © on revisionsg 
American Standards ~~ ~ peed 
inces 16Feb50; AAL,9587~ 





AMERICAN STANDARDS ASSOCIATION. 

American standard location and size 
ef picture aperture of S=-millimeter 
motion picture cameras, 7%22.19- 
1950. Sheet, illus. © on revi+ 
sions; American Standards Associa- 
tion, inc., New York; 16may50; 
aa168787. 





AMERICAN STANDARDS ASSOCIATION. 
American standard location and size 

ef picture aperture of S-millimeter 
motion picture projectors. 
Z22 420-1950. Sheet, illus. 
© on revisions; American Standards 
Association, inc., New York; 
1é6May50; Aal68786. 





MERICAN STANDAHDS ASSOCIATION. 
American standard location and size 
of picture aperture of l6é-millimeter 
motion picture cameras, 2Z22.7-1950. 
Loose-leaves, illus. | on revisions; 
American Standards Association, inc., 
New York; 18may503; AA160057. 


SEP 25 1950 





AMERICAN STANDARDS ASSOCIATION. 

American standard location and size 
of picture aperture of 16<millimeter 
motion picture projectors. 

222.8, 1950- 5 Pes illus. 
© American Standards Association, 
inc., New York; 18May50; AA159390. 





AMERICAN STANDARDS ASSOCIATION. 
American standard low voltage air 
circuit breakerse SEE American 
Standards Association. Committee 
C37. ; ; 





AMERICAN STANDARDS ASSOCIATION, 
American standerd method for 
converting weights and measures 
for photographic use. SEE 
American Standards Association. 
Committee PH. 





AMERICAN STANDARDS ASSOCIATIOF. 
American standard method for detere- 
mining exposure guide numbers for 
photographic lamps-e SEE American 
Standards Association. Committee 
on Photographic Sensitometry PH2. 





AMERICAN STANDARDS ASSOCIATION. 
American standard method for 
determining maximum safe 
temperatures for photogra hic 

processing solutions. 236.8 8.19- 
1948. Sheet. Schan Standards 
Assn., inc., New York; 22Dec);8; 
4A105868. 





AMERICAN STANDARDS ASSOCIATION, 

American standard method for deter- 
mining performance characteristics 
of between-the-lens shutters used 
in still picture cameras, A81882. 
SEE American Standards Association, 
Committee on Photographic Apparatus, 
PH3. 





AMERICAN STANDARDS ASSOCIATION, 
reanaen standard method for deter 
mining performance characteristics 
of ager tt coenp shutters used in 
still picture cameras, A81880. 
SEE American Standards Associa- 
tion, Committee on Photographic 
Apparatus, PH3. 





AMERICAN STANDARDS ASSOCIATION. 
American standard method for 
determining photographic speed 
and exposure index. SEE Ameri- 
can Standards Association. 
‘Committee PH2. 





[ERICAN STANDARDS ASSN. ©, New 

York. 

American standard method for de- 
termining photographic speed and 
exposure index. = «221-197. 
1h p., diagr. © 26augl7; 
AA67631. 





AA 1876 


American standards associatione 

--. American standard method for de- 
termining photographic speed and speed 
number, approved March 5, 1946, American 
standards association; sponsor: Optical 
society of America. [New York, ¢c19l6] 


15 pe illus. 27 x 19 1/2cem. 
(Its American standards for photography 
(other than cinematography) ) 


At head of title: 238.2.1-19)6. 


a (Over) 





"The Subcommittee on sensitivity bb 
radiant energy, Subcommittee no. 2... 
developed this standard,"--Foreword,. 

"First edition; 2Z38.2.1-19)3. Ke- 


vised edition: 2Z38.2.1-191,6." 
© 6-7-6; 2 ¢ 10-10-)6; American 


standards association, New York; 


sista a vf 2-18-l,7 





AMERICAN STANDARDS ASSOCIATION. 

American standard method for deter~ 
mining residual thiosulfate and 
tetrathionate in processed photo~ 
graphic papers. 238.8.25-1950. _—— 
7 Pe» illus. © American Standards 
Association, inc.; 2ljiar50; 

AA150017. 


MAY 22 1950 





AA 11560 


American standards agsociation, 
American standardhethod for determi- 


ning spectral-sensitivity indexes and 
group numbers for photographic emulsions 
Approved March 5, 196... [New York, 
American standards assn., c19i6] 


pamphlet (11 p.) 4llus. raf aE 
19 1/2ecm. (238.2.)-19),6) 


Appl. author: ASA committee. 
© h-3-.6; 2 ¢ 4-25-46; New York; 


AA 11560. 





AMERICAN STANDARDS ASSOCIATION. 
American standard method for determining 
the melting point of the photographic layer 
of films, plates and papers. Approved 
November 10, 1948. Sponsor: Optical 
Society of America. 2p. (Its American 


standards for photography (other than 
cinematography)) © American Standards 
Assn., inc., New York; 15Mar49; A31579. 


I. Optical Society of America. 


Library of Congress 
Copyright Office & ebc/ r 





AMERICAN STANDARDS ASSOCIATION. 
American standard method for 

determining the thiosulfate 
content of processed photo= 
graphic film. SEE American 
Standards Association. 
Sectional Committee on Photo- 
graphic Processing, PH. 





AMERICAN STANDARDS ASSOCIATION. 
American standard method for in= 
dicating the stability of the 
images of processed blackeande - 
white films, plates, and papers. 

SEE American Standards Assoe 
ciation. Sectional Committee 
on Photographic Processing, 





AMERICAN STANDARDS ASSOCIATION. 
American standard method for measure- 
ment of characteristics of hear- 
ing aids. AS85287. SEE American 
Standards Association. Sectional 
Committee Z2h. 





gm A STANDARDS ASSOCIATION, 
> 
American standard method for pree 
dicting the permanency of the 
silver images of processed fi : 
plates, and papers, 238.8.17=1 8 
» C198. Sheet, © L0cthd; 


New ¥ 
AA 2 





AMERICAN STANDARDS ASSOCIATION. 
American standard method for the 
coupler calibration of earphones. 
© American Standards Association, 
inte; LilAprs50; AA1500235. 


MAY 22 1950 





AMERICAN STANDARDS ASSOCIATION. 
American standard method for the 
pressure calibration of laboratory 
standerd pressure microphones. 
Z2hi oli e199 ~ 19 pes Llluss 
© American Standards Association, 
inc.$ llApr50; AA150021. 


MAY 22 1950 





AA 3034. 


Americen standards association, claimant, 
American standard method:of compiling 
injury rates. Approved October 11, 1945, 
Revised edition] Z16.1-1945. [New York, 

1945] 
10 g. 27 cm. 
Pamphlet. : 
Additions to & revisions of Z16.1-1937: 
from application. 


© 11-29-45; 2 c 1-23-46; New York; AA 3034. 


= MSH 2-18-46 





AA 11558. 


American standards association, clalmant 
American standard method of compiling 
industrial injury rates. Approved Oct. 
11, 1945... [2d rev. ed.] [New York, 
American standards association, c19i5] 
pamphlet (10 p.) 27 x 19 1/2cm. 


(216.1-19h,5) 


First edition: Z16.1-1937. Rev. ed. 
Z16.1-19),5. : 
Ap 2s tee Dees uaa ie Z16. 
- 2c 4-25-46; New York; 
A GbE B. 4 4 





AA 18779 


American standards association. 
American standard method of deter- 
mining freedom from travel ghost in 16- 
millimeter sound motion picture projec- 

tors. Z22.5)-19l.6 ... Approved March 
19, 1946, by the ‘merican standards asso 


ciation. New York, e196. 
sheet. illus. 27 x 20cm. 


Perforated for insertion in a binder. 

Appl. author? ASA committee Zee. 

© 5-15-46; 2 ¢ 10-10-l,6; American 
standards oy ciation, New York; 


AA 18779. vf 2-18-17 





AA 18778 


American standards association, 

American standard method of deter- 
mining resolving power of 16-millimeter 
motion picture projector lenses. 222.53 
“1946 ... S&pproved March 19, 196, by 
the American standards association. 


New York, c196. 
sheet. illus. 27 x 20cm. 


Perforated for insertion in a binder. 
Appl. author: ASA committee Z2e. 
© 5-15-46; 2. ¢ 10-10-16; American 
standards “5° ciation, New York; 


AA 18778. 
ts vf 2-18-):7 





AMERICAN STANDARDS ASSN. ©, New 
Yorks 
American standard method of 
determining transmission 
density of motion picture 
films. Sheet. © 70cth7; on 
revisions; AA67207. 





AMERICAN STANDARDS ASSOCIATION. 
American standard method of 

determining resolving power of 
16mm motion<-picture projector 
lenses. PH22.53~-1953. Appl. 
author: ASA Committee PH22. 
© on revisions; American Standards 
Association, inc.; 31Ju153; 


A108),95. 





AA 18787 


American standards association, 
American standard method of making 
cross-modulation tests on variable-area 

16-millimeter sound motion picture 
prints. 2Z22.52-19):6 ... Approved 
March 19, 19),6, by the American stan- 


dards association. New York, cl9h6. 
sheet. ilius. 27 x 20cm. 


Perforated for insertion in a binder. 
Appl. author: ASA committee Z2e. 
© 5-15-46; 2 ¢ 10-10-l,6; American 
standards asso@ ciation, New York; 
AA 18787. 
ie) vf 2-18-7 





AA 18786 


American standards association, 

American standard method of making 
intermodulation tests on variable-densi- 
ty 1l6-millimeter sound motion picture 
prints. 2Z22.51-1946 ... Approved 
March 19, 196, by the American stan- 


dards association. New York, cl96. 
sheet. illus. osx 20cm, 


Perforated for insertion in a binder. 


2 BOD 
Appl. Sher | os comm hes (ee Stican 


© 5-15-4 i 
standards asso® ciation, sual 
Aa 18786. vf 2-18- 





ANBRICAN STANDARD. ASSOCIATION. 
American mvbenea mothod of test 
for: © American Standards Asstis, 
ince i 
Accelerated ageing of textiles 
ol~ 


Colorfastmess of t oeties to acids 
and to alkalies, L1/,;.2=19)9. 
© 5Febl93; AALO7I25~ — 
Colorfastness of wool textiles 
aALOTo2ee LUy.35-1949. ©  Srebl9s 


SEE next cards @ 





Colorfasiness of siik to cegusming 
Tj.1-19)9. © 3Peblos AALO79I2Z7~ 

Colorfastness of textiles to fulle 
ing Lie SH Je © Z¥ed)93 
AA10792 


Colorfastness of wool textiles to 
mill.washing and scouring, Li.6< 
1949« © 35Febl93 AALO7929. 

{ Colorfastness of silk to xLde 
bleaching, LU;.7=19)9. ) 3Febl 93 
AA1079304 

Colorfastmess of textiles to sea 
water, L1..8+19),9. © 3Febl93 
AALO79316 


American Standards As ociation. CARD 2. 
american standard method of test fors 





Colorfastness of textiles to 
stoving, Tlh.9-1919%. © D ZF abl gs 
AALO793 26 

iM apourlon tion _e T,14..10-191:9. 
© 3reb9g 4A107953~ 

Evaluation of wettin 


agents : 
L1),.11-19)94 © 3PebL93 AALOTI3it~ 


american Standards Assggiation. 
American standard m thod of test for: 
CARD 3e 





American Standards Association. 


AMERICAN STANDARDS ASSOCIATION. 
SECTIONAL COMMITTEE ON PHOTOGRAPHIC 
PROCESSING, PH4. 

American standard methods and 
criteria for determining the 
chemical resistivity and photo- 


graphic inertness of construc- 
tionai materials for processing 
equipment. 15 p. © American 
Standards Association, inc.; 
4Nov54; A162887. 


I. American St ards Association. 
Library of Congress 
Copyright Office b / 





AMERICAN STANDARDS ASSOCIATION. 
American standard methods for 

determining the Rms value of a 
sinusoidal current wave and a 
normal=-frequency recovery 
voltage and for simplified cal- 
CSulation of fault currents. 
‘SEE American Standards Association. 
Sectional Committee on Power 
Switchgear, C37- 





AMERICAN STANDARDS ASSOCIATION, 
American standard methods for . 
testing photographic enlargora. 
Z50e7a 1950. 7 Pe, illuse 
© american Standards Association, 
inces 30008503; AA183112. 


@ JUN -4 1951 





AMERICAN STANDARDS ASSOCIATION C. 
American standard methods of designe 
ating and measuring apertures and 
related quantities pertaining to 
photographic lenses. 238.),.20-19)8. 

Sheet. 3Marl8; Aa3835. 





AMERICAN STANDARDS ASSOCIATION. 
American standard methods of 
designating and measuring focal 
lengths and focal distances of 
photographic lenses. Approved 
March 3, 1948. Sponsor: Optical 
Society of America. [At head of 


title: ASA Z38.4.21-1948] if 3 fe 
(Its American standards for 
photography (other than cinematog- 
raphy)) © American Standards 
Assn., New York; 28Apr48; A23473. 


I. Optical @ Society of 


Library of Congress 


Copyright Office America. 





AMERICAN: STANDARDS ASSOCIATION, 
INGe Ge 
american standard methods of teste 
ing printing and agg equips 
nom Fg 23847 «5*19L; New ¥ 
e1dhb. Sheet, illus. © 3 
on revisionsz AA95055-~ 





AMERICAN STANDARDS ASSOCIATION. 
American standard methods of measur- 
| and specifying color. 
Z5 «7-1-1951, 258.762-1951, 
258.7235-1951. 15 Pes illus. 
© American Standards Association, 
inc.s; 25Apr51; AA189950. 


AUG 23 1951 





AMERICAN STANDARDS ASSOCIATION, 
American standard miniature ine 
candescent lamps. SEE American 
Standards Association. Sectional 
Committee 078. 





AMERICAN STANDARDS ASSOCIATION. 
American standard minimum require- 
ments for rayon and acetate 
fabrics. Pt. 2: Men's and boys't 
rayon wearing-apparel fabrics. 
Sponsor, National Retail pry Goods 
Association. Approved December 
31, 1952. L22.2.1( }-1952 
L22.2.16(rev) 952. 22 Pe 
Appl. author: ASA Committee L122. 
© on additions & revisions; 
American Standards Association, 
ine.; 22Apr53; A93227. 


aS @ 





AMERICAN STANDARDS ASSOCIATION. 
American standard mounting threads 
and flange focal distances for 

lenses on l6«millimeter and 8-mil- 

limeter motion picture cameras, 
PH22476-1951. Revision of 252.50- 
1946. Sheet, illus. © on revi- 
sions; American Standards Associa~ 
tion, inc., New York; 2Jul5l; 
&4189915. 





AA 18769 


American standards association. 

American standard negative aperture 
dimensions and image size for 16-millime- 
ter duplicate negatives made from 45-mill14% 
meter positive prints. 2Z22.)7-19\6 ... 
Approved. March 19, 1946, by the American 
standards association. New York, cl19l6. 


sheet. y Hel Bb 27 x 20cm. 


Perforated for insertion in a binder. 

Appl. author: ASA committee Z22. 

© 5-15-16; 2 c 10-10-16; American stan- 
New York; AA 18769. 


dards association 
@ vf 10-30-6 





AMERICAN STANDARDS ASSOCIATION. 
Americen standard nomenclature and 
definitions in the field of 
colorimetry, Z58.1.2, 1952. 
A94617- SEE American Standards 
2. lation. Section Committee 
2556 





AMERICAN STANDARDS ASSOCIATION, 
American standard nomenclature for 

glass bulbs intended for use 
with electron tubes and electric 
lamps. SEE American Standards 
Association. Sectional Committee 
ee for Glass Bulbs, 
C79s 





AMERICAN STANDARDS ASSOCIATION, 
American standard nomenclature 

for molded glass flares intended 
for use with electron tubes and 
electric lamps. SEE American 
Standards Associationg Sectional 
Committee on Nomenclature for 
Glass Bulbs, @7% 


r 





AMERICAN STANDARDS ASSOCIATION @. 
American standard nomenclature for 
glass bulbs intended for use with 
@lectron tubes and electric 
lamps. © thse 48. 10 Pe», 
ill g8016 3 on corrections; 
AA8 





AMERICAN STANDARDS ASSOCIATION. 
American standard nomenclature for 
molded glass flares, intended for 
use with electron tubes and electric 
lamps. Sponsor, Electrical Stand- 
ards Committee, ASA C79.2-1948. 
Approved March 30, 1948. 5 ee 
illus. © American Standards 
Assn., New York; 10Jun48; A23788. 


br/p 





ERICAN STANDARDS ASSN. ©, New 

York. 

American standard nomenclature 
for motion picture film used in 
studios and eT. ra 
tories. 222. 56-1 
diagrs. © soeenkt cate 30." 





AMERICAN STANDARDS ASSOCIATION ©. 
American standard nomenclature for 
parts _- 5 jiuseaas objective 
cane. 


© rOitard, ; P aseasee 


Sheet. 





AMERICAN STANDARDS ASSOCIATION. 
American standard nomenclature for 
radiometry and photometry. 
A96963. SEE American Standerds 
Association. Committee 258. 





AMERICAN STANDARDS ASSOCIATION. 
American standard nylon-fibre- 
covered round copper magnet wire, 
SEE American Standards Associa- 
tion, Sectional Committee on 
Magnet Wire, C9. 





ee STANDARDS ASSOCIATION, 
Ce 
American standard 1000ecycle bal= 
ancing test film for 35=millimeter 
motion picture sound reproducers. 
Z22.67+19,8. New York ogame 
Sheets 27Sepl83 AAQ5 1. 





AMERICAN STANDARDS ASSOCIATION, 
American standerd photorcraphic exe 
posure computer. 236s2s2019l9%. 
Revs 6G] 15 pes iiluss 
Y American Standards Association, 
ince$ AidanS03; AALL2960. 





AMERICAN STANDARDS ASSN. ©, New 

York. 

American standard photograph- 
ing aperture of 45-millimeter 
sound motion picture cameras. 
Loose~leaf, diagr. © 130ct7; 
4A 67205. 





AMERICAN STANDARDS ASSN. ©, New 

York. 

American standard picture pro- 
jection aperture of 35+ 
millimeter sound motion 
picture projectors. Loose- 
leaf, diagr. © 130ctl7; 
AA6720h. 





AMERICAN STANDARDS ASSOCIATION. 
American standard picture sizes for 
roll film cameras. 23%.1:.8<-1950. 
Sheet. © on revisions; American 
Standards Association, inte; 
3Apr50; AA150018. 





American Standards Association. 

American standard practice for certification procedures, ap- 
proved April 16,1947. (New York, 1947, 

6p. 27cm. 

At head of title: ASA Z34,1-1947. 


1. Standardization. 1. Title: Certification procedures. 

T59.A48 658.01 47-28959* 

© revisions, 5May47; American Standards Association, New 
York; AA53028. 


Library of Congress & cy 


77) 





AA 8079 


American standards association, clatmant 
American standard practice for cons 
versions of weights and measures for 
photographic use, (New York, Printed 
by Georgian press] c191,5, 
sheet. 27x19 1f2em. (238.8.2- 
1945) 


Appl. author: ASA committee 238. 
© 1-28-l.6; 2 ¢ 3-30-),6; New York; 


AA 8079. 
© 





AMERICAN STANDARDS ASSOCIATION ©. 
American standard practice for 
microfilms, 258.7 -8-197. ‘ New 
York, cl197. Sheet, illus. 
© 22Dech7; 44359638. 





AMERICAN STANDARDS ASSOCIATION ©, 
4merican standard proctice for 
photographic processing manipulation 
of films and plates. 238.8.3+19)7. 
15 p- © 8peck7s Aa71856. 





AMERICAN S'TAN OCT ATION, 
American ptenfard uae tise form 
pho tograp’ ile stage oo oe 
Stion of papol's 828.6639): 
ll pe Oon fuketeees imerican 
Standards vs gee ints} 
27FuI9; AAUj9586. 


& may 17 1950 





AMERICAN STANDARDS ASSOCIATION.« 
American standard preferred nominal 
voltages, 100 volts and under. 
C671-1951+ New York, c1951l. 
2 sheets« © American Stendards 
Association, inces; 26NovS1; AA207178. 





AA 18780 


American standards association. 

American standard printer aperture 
dimensions for contact printing 16- 
millimeter positive prints from 16-mi1lt 
meter negatives. 2Z22.1))8-19)\6 ... 
Approved March 19, 196, by the American 


standards association. New York, cl19 
sheet. illus. 27 x 20cm. 


Perforated for insertion in a binder. 

Appl. author: ASA committee 222. 

© bai 9-ho3 2c 10-10-16; American 
standar 


assogmciation, New York; 
AA 18780. & 
vf 2-18-)7 





AA 1878) 


American standards association. 

American standard printer aperture 
dimensions for contact printing 16-milli- 
meter reversal and color reversal dupli- 
cate prints. 2Z22.49-19l6 ... Approved 
March 19, 19.6, by the American standards 
association, New York, c19l6. 

sheet. illus. 27 x 20cm. 


perforated for insertion in a binder. 

Appl. author: ASA committee Z2c. 

© 5-15-63; 2-¢ 10-10-16; Amrican stan 
dards associa tion, New York; 


An 187816 vf 2-19-47 





ANERICAN STANDARDS ASSOCIATION. 
&merican standard prosedure for 
determining the safetytime of 
photographic darkroom illumination. 
2350080151950. Sheet. © American 
Standards Association, ince, New 
Yorks U8Pec503; AA103106. 


JUN - 4 1951 





AMERICAN STANDARDS ASSOCIATION. 
American standard rated control 
voltages and their ranges for 
power circuit breakers, A95830. 
SEE American Stendards Associa- 
tion, Sectional Committee on 
Power Switchgear, C37. . 





AMERICAN STANDARDS ASSOCIATION. 
American standard rated control 
voltages and their ranges for 
low-voltage air circuit breakers. 
SEE American Standards Associa- 
tion. Committee 037. 





AA 18785 


American standards association, 

American standard reel spindles for 
16-millimeter motion picture projectors. 
Z22.50-196 ... Approved March 19, 19)6 
by the American standards association. 
New York, c19l6. 

sheet. 27 x 20cm. 


Perforated for insertion in a binder. 

Appl. author: ASA committee Z226 

© 5-15-46; 2 ¢ 10-10-l.6; American 
standards association, New Yor<; 


AA 18785. 


vf 2-18-,7 





AMERICAN STANDARDS ASSOCIATION. 
American standard requirements for 
grounding caps and receptacles 

rated 15 amperes, 250 volts, and 
30 amperes, 250 volts. C73b-1951. 
New York, cl1951. 2 @heets. 

flluse (NEMA Pubclications noe 
wD2, 1951) © American Standards 
Association, ince; 26Nov51; 
AA207177 + 





AMERICAN STANDARDS ASSOCIATION, 

Can standard uirements for 
instrument t Ormers, A81891. 
SEE American Standards Association, 
Sectional Committee, C57, 





AMERICAN STANDARDS ASSOCIATION, 
american standard requirements for 

photographic filing envelopes for 
storing processed photographic 
films, plates, and papers. 
238 8021-1950. Sheet. © american 
Standards Association, ince, New 
York; 18Dec50; AALS3107« 


JUN - 4 1951 





AMERICAN STANDARDS ASSOCIATION. 
American standard requirements for 
photographic wetting agents. 
Z38.08e1i~1950. Sheet. © American 

Standards Association, inc.3 
15Mar50; AA150015. 





AMERICAN STANDARDS ASSOCIATION, 
American standard requirements for 
transformers, SEE American 
Standards Association, Sectional 
Committee C57. 





AMERICAN STANDARDS ASSN. ©, New 
York. 
American standard revisions to the 
for electricity meters. 
( Paragra - 827.) Cl2a-19)7. 
3Seph7; AA67633. 


Sheet. 





MERICAN STANDARDS ASSN. ©, 

New York. 

American standard safety code. for 
bakery equipment. 2Z50.1-19);7. 
31 pe © 9Sepl7; Aa67635. 





AMERICAN STANDAHDS ASSOCIATION, 
American dard sarety code for 
idontirication of guseria 
canisters. Ki3el1950. [Reve ede] 
7 pe © American Standards Assoe 
ciation, inces 26Apr50; AAai49590. 


ie) MAY 1% 1950 





AMBRICAN STANDARDS ASSOCIATION. 
American standard safety code for 
milis and calenders in the rubd<- 
illus. © American Standards As-~ 
sociation, ince; 70cth9; AA138020. 





AMERICAN STANDARDS ASSOCIATION. 
American standard safety code for 
portable wood ladders. A76656. 
SEE American Standards Associa- 
tion. Sectional Committee Alk. 





American Standards Association. 


NATIONAL SAFETY COUNCIL. 

American standard safety code for 
power presses and foot and hand 
presses; sponsor, National Safety 
Council. Approved January 12, 
1948, American Standards Associa- 
tion. ASA Bl1.1-1948. [Pub. in 
1926 under title Safety code for 
power presses and foot and hand 
presses. Revision prepared by 
Scctional Committee Bll of the 
American Standards Assn.] 3 p. 


Library of Congress & A218 68 ° 


Copyright Office (Cont. on next card) 





NATIONAL SAFETY COUNCIL. 
American standard safety code for 
power presses ... (Card 2) 


illus. (American safety standards) 


© American Standards Assn., New 
York; 29Marl8; on revisions; A21868. 


I. American Standards Association. 


Library of Congress & ml / p 


Copyright Office 





AMERICAN STANDARDS ASSOCIATION. 
American standard safety code far 

safety glazing materials for 
glazing motor vehicles operating 
on land highways. 2Z26.1~1950. 
27 Pes illus. Q@ American Standards 
Association, inc.; 2Jun50; 
Aai68790. 





AMERICAN STANDARDS ASSOCIATION, 
American atandard safety code for 
ventilation and operation of — 
open-surface tank&#e Z9sl«1951. 
ROVs ode] 235 pe, illuas 
American Standards Association 
inces 29Jan51; AA183115. 


& yun - 4 1951 





American Standards Assn. 


AMERICAN SOCIETY OF SAFETY ENGINEERS. 

American standard safety code for 
wood ladders; sponsor, American 
Society of Safety Engineers. 
Approved April 2, 1948. 15 p. 
(American safety standards. ASA 
A14.1-1948) © American Standards 
Assn., New York; 23Apr48; A23456. 


I. American Standards Assn. 


Library of Congress é 
Copyright Office 





AMERICAN STANDARDS ASSOCIATION. 
American standard safety color code 
for marking physical hazards and 
the identification of certain 
equipment. SEE American Standards 
Association. Sectional Committee 
on Safety Color Code, 253. 





AMERICAN STANDARDS ASSOCIATION. 
American standard scanning=beam 

uniformity test film for 16~ 
millimeter motion picture sound 
reproducers (laboratory type) 
%22.80~1950. Sheet, illus, 
© American Standards Association, 
inc., New York; 10Jul50; Aal68791. 





AMERICAN STANDARDS ASSOCIATION, 
American standard scanning-beam 

uniformity test film for 16- 
millimeter motion picture sound 
reproducers (service type) 
Z22.81-1950. Sheet, illus. 
© american Standards Association, 
inc., New York; 10dul50; aa168789. 





ony: STANDARDS ASSOCIATION, 
NCe 
American standard scanning=beam 
uniformity test film for 35-= 
millimeter motion picture sound 
reproducers (Laboratory opts. 
266-1948. New York a 
eet, illus. © 27Se 
AA95080. 





ee STANDARDS ASSOCIATION, 
Ce 
American standard scanning=beam 
uniformity test film for 35= 
millimeter motion agen sound 
pegrodusepe (Service type) 
Sa2e65ui M8 . 2 York orks 0 219k. 


illuse 
£A95089« 





AMERICAN STANDARDS ASSOCIATION. 
American standard schedules of 
preferred ratings for power 
circuit breakers« SEE American 
Standards Association. Sectional 
Committee on Power Switchgear, 
C37- 





American Standards Association, inc. 


AMERICAN STANDARDS ASSOCIATION. 
ELECTRICAL STANDARDS COMMITTEE. 
American Standard schedules of preferred 

ratings for power circuit breakers, ap- 
proved January 24, 1949. Sponsor: Elec- 
trical Standards Committee. [Rev. ed. 


New York, 1949] Tp. illus. © Ameri- 
can Standards Assn., inc.; 28Feb49; on 
revisions; A30997. 


I, American Standards Association, inc. 


Library a gst ress & 
Copyright Office sma /r 





AMERICAN STANDARDS ASSOCIATION. 

American standard screen brightness 
for 35mm motion pictures. 
PH22.39-1953. Sheet. Appl. 
author: ASA Committee PH22. © on 
revisions; American Standards 
Association, inc.; 313u153; 
A10849,. 





AMERICAN STANDARDS ASSOCIATION, 
American standard sensitometry and 
grading of photographic papers. 
A61878, SEE American Standards 
Association, Committee on 
Photographic Sensitometry, PH2. 





American standards assn. 

American standard sensitometry 
of photographic papers, Approved 
Feb. 20, 1947- American standards 
assn., New Yorks; 21Marl7; AAl9532. 





AMERICAN STANDARDS ASSOCIATION, 
American standard silk-covered round 
copper magnet wire, SEE American 
Standards Association, Sectional 
Gommittee on Magnet Wire, C9. 





AA 18770 : 
American standards association. 
American standard 16-millimeter posi- 
tive aperture dimensions and image size 
for positive prints made from 35-millime- 
ter negatives. 2Z22.1,6-19l6 ... ‘Approved 
March 19, 196, by the American standards 


association. New York, c19)6. 
sheet. ilius. OL xe eocm. 


Perforated for insertion in a binder. 
ede author: ASA committee: 422. 
© 5-15-46; 2 ¢ 10-10-63; American 


standards assoc fation, New York; 
AA 18770. eo 





vf 10-30-),6 


AMPRICAN STANDARDS ASSOCIATION « 
Amerfecan standard 16mm multi- 
frequency test film. SEE 
American Standards Association. 
Committee PH22- 





AMERICAN STANDARDS ASSOCIATION. 
American standard 16mm 3000«cycle 
flutter test filme SEE American 
Standards Associations Committee 
PH22- 





AMERICAN STANDARDS ASSOCIATION. 
American standard size designation 
for index cards and record-keeping 
cards. X2.1,.1-1951. Sheet. 
© American Standards Association, 
inc., New York; 21Jun51; AA189951. 





MERICAN STANDARDS ASSN. ©, New 

York. 

American standard sizes of clay 
flue linings. A62.h-19)7. 


7 P- diagr. © 27Augh7; 
AA 7632. 





AMERICAN STANDARDS ASSOCIATION. 
American standard slides and 
opaques for television film 
Gamera chains. SEE American 
Standards Association. Committee 
PH22. 





aston STANDARDS ASSOCIATION, 
Ce 
American standard sound focusing 
test film for 55-millimeter motion 
picture sound reproducers (Labe 
oratory type) 222.62=19),8. 
New York, cl940- 
© 278eph5; 4495058. 





AMERICAN STANDARDS ASSOCIATION. 
Arerican stancard sound records and 
scanning area of double width 
push-pull sound prints. © Aneri- 
can Standards Assne, ints 





Normal centerline type, 222.69. 
© lloctlSs; 40101116. 

Offset centerline type, 222.70. 
Te 


© 1l0cth8s; Aal0111 


American Standards Assn. 
_ American standard sound records and 


pash=puft “sound pri@pess-? “A 





AMERICAN STANDARDS ASSOCIATION, | 
INC. 
American standard sound records and 
scanning area of double width 
push-pull sound prints: 





AA 18765 


American standards association. 

American standard sound records and 
scanning area of 16-millimeter sound mo- 
tion picture prints. Z22.41-19l6 ... 
Approved March 19, 196, by the American 
standards association. New York, c19l6. 

sheet. tLius, 27 x 20cm. 


Perforated for insertion in.a binder. 

Appl. author: ASA committee Z22. 

© 5- £52 -l\6; 2 c 10-10-16; American stan 
dards association, New York; AA 18765. 


= vf 10-29-)6 





AA 18772 


American standards association. 

American standard sound records and 
scanning area of 45-millimeter sound 
motion picture prints. Z22.)0-19)6 ... 
Approved March 19, 1946, by the American 
standards association. New York, e196. 


sheet. illus. 27 x 20cm. 


Perforated for insertion in a binder. 

Appl. author: ASA committee Zee. 

© 5-15-l.6; 2 ¢ 10-10-63 American 
standards association, New York; AA 18774 


& vf 10-30-)6 





AMERICAN STANDARDS ASSOCIATION. 
American standard specification for 
an octave-band filter set for the 
analysis of noise and other sounds. 
A85288. SEE American Standards 
Association. Sectional Committee 





AMERICAN STANDARDS ASSOCIATION. 

American standard specification for 
audionmeters sah 3 general diagnostic 
purposes. Za); .5~1951.« ll Pes 
fllus. @ American Standards 


Association, ince; 1May51; 4a189948. 





AMERICAN STANDARDS ASSOCIATION, 
American standard specification for 
electrical metallic tubing zine 
coated. c80.3-1950. Pe 
© American Standards Association, 
ine.; 8Jun50; Al:7387.- 





AMERICAN STANDARDS ASSOCIATION. 
American stenderd specification for 
laboratory standard pressure 
microphones. 22); BH19h:9 « Il p. 
© American Standards Assoct ation, 
ince; llApr50; AA150022. 


MAY 22 1950 





AMERICAN STANDARDS ASSOCIATION, 
American standard specification 
for photographic grade ammonium 
thiosulfate (N do S50 (ammonium 
hypo) SEE Amer ofn 2standards 


Association. Committee PH, 





AMERICAN STANDARDS ASSOCIATION, 
Americen standard specification 
for photographic grade ammonium 
thiosulfate, 60-percent solution 
(NH )2500, (ammonium hypo solue- 
tion) SEE American Standards 
Association. Committee PH. 





AMERICAN STANDARDS ASSOCIATION, 
American standard specigication 
mF gps oe ig grade citric 
ac c us H C6 ° F 
author: ASA Committee PH). 
© American Standards Association, 
ince; 270ctShs A162882, 





AMERICAN STANDARDS ASSOCIATION, 
American standard specification for 
photo hie grade sodium acid 
sulfate, fused, A61889, SEE 
American Stendards Association, 
Sectional Committee, PH, 





AMERICAN STANDARDS ASSOCIATION, 
American standard specification 

for photographic ade sodium 
bromide NaBr, PHh<207=195h< 
Sheet. Appl. author: ASA 
Committee PH. © American 
Standards Association, inc.3 
270ctShs; A16288),. 





AMERICAN STANDARDS ASSOCIATION, 
agen Loe Ato ss waktee sane a 
photographic grade s um s C) 
AG1890. SEE American Standards — 
i aa Sectional Committee, 





AMERICAN STANDARDS ASSOCIATION, 
American standard specification 
for photographic grade sodium 
thiosulfate, anhydrous NaoS20 
(anhydrous hypo) SEE American 
Standards Association. 
Committee PH. 





AMERICAN STANDARDS ASSOCIATION, 
American standard specification for 
photographic grade sodium thioe 
sulfate, crystalline 
WaoS203 . 5H20 (crystal hypo) 
} erican Standards Associa- 
tion. Committee PH. 





AMERICAN STANDARDS ASSOCIATION. 
American standard specification for 
pure-tone audiometers for screen- 
ing purposes. A85286. SEE 
American Standards Association. 
Sectional Committee 22). 





AMERICAN STANDARDS ASSOCIATION. 
American standard specification for 
rigid steel condui® enameled. SEE 
American Standards Association. 
Sectional Committee on Steel Race- 
=e for Electric Wiring Systens, 
cso, 





AMERICAN STANDARDS ASSOCIATION. 
American standard specification for 
rigid steel conduit zine coated. 
c80.1-1950. 10 p. © American 
Standards Association, inte; 


12Jun50; Al,7388. 





AMERICAN STANDARDS ASSOCIATION, 
American standard specification for 
rigid steel conduit enameled. 
¢80.2-1950. 8 Pes ilius. 
© American Standards Association, 
ince; 12Jdun50; Aal6878h. 





AMERICAN STANDARDS ASSOCIATION. 
American standard specification for 

rigid steel conduit zinc coated. 
SEE American Standards Association. 
Sectional Committee on Steel Race- 
a for Electric Wiring Systems, 
cso. 





AMERICAN STANDARDS ASSOCIATION. 
American standard specification 
for speech audiometers. 
Z224.13-1953. il Pe Ap 1. 
author: ASA Committee 7a. 
© American Standards Asso- 
ciation, inc.; 12Aug53; A106),98. 





AMERICAN STANDARDS ASSOCIATION. 
American standard specification for 
weathereresistant wire and cable, 
neoprene type. SEE American 
Standards Association. Sectional 
Committee 08. 





AMERICAN STANDARDS ASSOCIATION. 
American standard specifications and 
dimensions for wood poles. Sponsor, 
ASA Telephone Group. ASA 05.1-1948. 
Approved April 9, 1948. [Revises 
and supersedes American standards 
05a-1933, 05.1 through 05.6-1941, 
and American war standard 05.7-1945] 
14 p. illus. © American Stand- 
ards Assn., New York; 15Jun48; on 
revisions; A23789. 


Library of Congress br /p 


Copyright Office & 





AMERICAN STANDARDS ASSOCIATION. | 
American standard specifications 
for bleached cotton bed sheets 
and pillowcases. Llj.1- 1948. ° 
Sheet. © American Standards 


Assn., inc., New York; 22Dec);8; 
AA105 586k. 





AMERICAN STANDARDS ASSOCIATION ©, 
American standard specificatior) for 
busgetrack test film for 16emil11i- 
meter motion picture sound repro- 
ducers. 222.57°19)7. New York, 
1947. Loose#leaf. © 31Dec7; 
4A75873. 





AMERICAN STANDARDS ASSOCIATION, 
American standard specifications for 
channel-type photographic ers 
plates and sheet film, A61885, 
SEE American Standards Association, 
Sectional Committee, PH. 





AMERICAN STANDARDS ASSOCIATION, 
American standard specifications for 
contact printers, SEE American 
Standards Association. Gommittee 


PH3. 





AA 18768 


American standards association. 

American standard specifications for 
llOO-cycle signal level test film for 16- 
millimeter sound motion picture projec- 
tion equipment. 2Z22.1;5-19l6 ... Approv 
March 19, 191.6, by American standards 
association. New York, c19l6. 

sheet. CleEKeUCMs 


Perforated for insertion in a binder. 

Appl. author: ASA committee Zee. 

€ 5-15-.6; 2 ¢ 10-10-),6; American stan 
dards ee: New York; AA 18768 


vf 10-30-6 





AMERICAN STANDARDS ASSOCIATION. 
American standard specifications 
for lantern slide projectors. 
239-701-199. Revision of 
B38.7e1)-191. Sheet. © Amer~ 
ican Standards Association, inc., 

New York; 7Sepl:9; AA138025. 





AMERICAN STANDARDS ASSOCIATION. 
American standard specifications 
for masks (separate) for use in 
photographic contact printing of 
roll film negatives. SEE American 
Standards Association, Committee 
PH3. 





AA 0187 


American standards association, claimant 
... American standard specifications 
for microfilm readers. {New York, Print 

ed by Georgian press] ¢19l6. 

sheet. 27 x 19 1/2em. (One of a 
series of American standards for photo- 
graphy (other than cinematography) 238. 
79-196) : 


Appl. author: 238 committee of ASA. 
© 9-19-46; 2 c¢ 11-5-6; New York; 


AA 4.0187. Dit ais 
oe 





AA 18767 


American standards association. 

American standard specifications for 
multi-frequency test film for field test- 
ing 16-millimeter sound motion picture 
projection equipment. 422.)))-196 ... 
Approved March 19, 191.6, by the Are rican 
standards association. New York, .c19i6. 

sheet. 27 x 20cm. 


Perforated for insertion in a binder. 
Appl. author: ASA committee Z22. 
‘© 5-15-63; 2 ¢ 10-10-16; American stan 
dards associat @°” New York; AA 1876 


vf 10-30-16 








AMERICAN STANDARDS ASSOCIATION. — 
American standard specifications 
for photographic grade: 
\ American Standards Assns, inc. 


i) 
A= 





Acetic acid, slacial, 
23848.41000191,9. © 26Aprl9; 
4A122835. 


American Standards ASSn. 
American standard @.°: cificae 
a : S . 


tion for photocranh BOS» 





American Standards Assn. 
American standard 
for photographic 





Aluminum potassium sulfate, 


230 m 3.15 50~19! 19e 
AA122853. 


American Sta 
American standard 
for photosraph 


© 26Aapri93 


ASSN. 
specifications 
“Ade. 





Bori c : acid, agg er 


Py 


gn7- 


AA he 


American Standards Assn. 
American standard specification 
for vhotographic grade. 





Citric acid, 238.8.102-19))9. 
© 26aprl93 AA122839. 


American Standards Assn, 
American standard specificae 
tions for photogra phic grode,. 





Chromium potassium sulfate 
2380801511949. © 26aprh9; 
Ae 1122854. 


American. Standards Assn, 
American standard specification 
for photographic srade. 





80-1919 e 


Copper sulfate, 23 
© 26aprh9; AA122 


29 
Veve 
B52. 


American Standards Assn. 
American standard specificae 
tions for photogra phic grade. 





Formaldehyde solution, 
238 484152«191.9. © 26Aprl)9; 


American Standards Assn. 
American standard specificae 
tions for photogr @ epic grade. 





Byare ogu a . a8  < pcaes P 
THO; Ads 


American Standards Assn. 
American standard specificae 
tions for photogr aphic grade. 





Z 
w 2f CANT Ly 


Hydro chloric acid, 233.8.10<19))9. 


93 A a123858. 


American Standards Assn. 
American standard sp 
for photographic 2 


¥G 


enti t 
Sci 
» SAUL 


8 





Paraformaldehyde, Fpgeeto~49h9 « 


© 26Aprl9o3 AA1228 


American Standards Assn. 
American standard specifica- 
tions for photogr aphic grade, 





Potassium bromide, en 


235084200-191:9. GAprl 9s 
AA1228),6 Oe 


American Standards Assn, 
American standa rd 
tions for photog 





Potassium dichromate, 
Z50080177-1919. © 26Apr93 
4A122851. 


American Standards “@- 


specifica- 
tions for photogra phic grade, 


American standard 





—g, a 
eo hydroxph henylglycin, 
GedeLZo 1 ho. v5 ® 26Apr : 


AA12285 55 < 


American Standards Assn. 
American standaré 
tion for photorra 


Or 
+/? 





‘Potassium permanganate, 
4A12283 — 


American Standards Ass Ne 
American standard specifications 
for photographic grade. 





Potassium ferricyanide, 
2390893791949. © 26Aprl9; 
AA122837. 


American Standards Assn. 
American standard specifica+ 
tions for photo.2 rads 


Men 
pHAAC LPrace : 





4 persulfate, 


181-199 . © 26aprl9; 


American standard 


American Standards Assn 
tions for photogr @ a 





AMERICAN STANDARDS ASSOCIATION. 
American standard specifications 
for photographic grades: 
© american standards Assn., inc. 


c 33 





Sulfuric acid, 23048201-19)9. 
© 26aprh9; hA1228365 


American Standards Assn, 
American standard specifica- 
tions for photograph ic grade: 





Sodium acetate, anhydrous, 
238082176-1919. © 26aprl:9; 
AA122850. 


American standard specifica-= 
tions for photographic crade,. 


American Standards “@:: 





Sodium bisulfite, 238.8.276-19)9. 
© 26aprli9; AA1228,0. 


American Standards Assn. 
American standard specifica- 
- tions for photosr phic grade. 





Sodium sulfate, enhydrous y 
Z5GeSe175=1949~ © 26aprl:93 
AAL22049 « 


American Standards “@ ne 


American standard specifica- 
tions for photogra phic grade, 





Sodium sulfide fused, 
238 080102-1949. © 26Apri; 93 
AA1228);5. 


American StanG@ards Assn. P 
American standard specificae 
tions for photogr aphic grade. 





Sedium thiosulfate, anhydrous, 
Z238084250-199. © 26Apri93 
AA1228h2. 


American Standards Assn, 
American standard specifica- 
tions for photogr aphic grade. 





Sodium thiosulfate, crystalline, 
238080251+1919. © 26aprl)9; 
4A1228)3. 


American Standards Assn. 
American standard specifica- 
tions for photogr aphic crade,. 





AMERICAN STANDARDS ASSOCIATION, INC. ©, 
American standard specifications for 
photographic grade: 





Sodium carbonate, anhydrous, 

238 282228. © 180¢ $ 4A10109. 
Potassium chloride, 238.8.202. 
Catechol, 238.8.131.. © 180ctl8; 

4A10196. 

Para~aminophenol hydrochloride, 

238.8.129.. © 180eth8; 44201097. 
Pyrogallic acid, 238.8.130. 

© 180cth8; Aai101098. 

2, 4-diaminophenol hydrochloride, 

238.8.127.. © 18o0cthS8 s 4A101099. 


American Standards Assn. 
American standards es 
for photographic grade: 

‘CARD 2. SEE NEXT CARD) 





Sodium tetraborate, 238.5.230. 
© 180ctl8; AAlo1loOO. 
ar gs een lenediamine, 238.8.132. 
© 180cth8; AA101101. 
Potassium iodide, 238.8.201. 
© 180etl8s; AA101102. 
Chlorhydroquinone : 238 28 «13h. 
© 180cth8; AaA101103. 
Sodium carbonate, monohydrate, 
238.8.227. © 180cthS; Aaiol10k. 
Potassium carbonate, 236..84229- 
© 180ctl8; AA101105. 


American Standards Assn 
American standard specifications 


E2ip Po Page *phi c CARD) grade; 





Sodium chloride, 238.8.203. 
© 180ctii8; Aa101106. 
Ammonium hydroxide, 238.8.232. 
© 180ethB; aa101407~ 


Sodium metaborate, Z258.8.231. 
© 180ctl\8; AA101109. 
——- hydroxide, 238.8.226. 


180cth8s; AA101110. 
Sodium sulfite, 238 282275~ 
© 180cth8s AA101111. 
Potassium metabisulfite, 238.8.277. 
© 18o0cth8; AA101112. 


American Standards Assn, 
American standard Qessistantiane 
for photo phic de: 
CARD . (SEE NEXT CARD 





Sodium hydroxide, 238.8.225. 
© 180ctl8s 4a101113. 
Benzotriazole, 238.8.20k. 
© i800ethSs AA10211). 
Mono-mnethyl«para~aminophenol sulfate, 
é«nitrobenzimidazole nitrate, 
238..8.206. © 180ctl8; A4a101118. 


5-methylbenzotriazole, 238.8.205. 
© 180cth8; Aa101119. 

Para—phenylenediamine dihydrochloride, - 
238.8.153. © 180cth8s; AAl01120. 


American Standards Assn 

American standard specifications 
_ for photographic grade: 

CARD 5. (SEE NEXT CARD 





AMERICAN STANDARDS ASSOCIATION, 
American standard specifications 
for tographic trays. A81887. 
SEE rican Standerds Association, 
Sectional Committee, PH. 





AMERICAN STANDARDS ASSOCIATION. 
American standard specifications 
for rubber-insulated tree wire. 
SES American Standards Association. 
Sectional Committee, C8. 





AMERICAN STANDARDS ASSOCIATION, 
American standard specifications. 
for sheet film processing tanks, 
A81856, SEE American Standards 
_— Sectional Committee, 





AA 18771 


American standards association. 
American standard specifications for 
sound-focusing test films for 16-milli- 
meter sound motion picture projection 
equipment. 2Z22.)\2-19)6 ... Approved 
March 19, 191.6, by the American stan- 


dards association, New York, c19)6. 
sheet. 27 x 20cm. 


Perforated for insertion in a binder. 

Appl. author: ASA aoeeh e rack 

© 5-15-46; 2.¢ 10-10-46; American 
atasnarde Z : 


asso eo" New York; 
AA 18771. 
vf 2-19-7 





AA 18771 


American standards association. 
Anerican standard specifications 
for sound-focusing test films for 16- 
millimeter sound motion picture projec- 
tion equipment. 222.))2-19)6 ... 
Approved March 19, 196, by the American 
standards association, New York, e196. 
sheet. 27 x 20cm. 


Perforated for insertion in a binder. 
Appl. author: ASA committee Z2e. 
© 5-15-16; 2 ¢ 10-10-60; American 
standards assoc fation, New York; 
AA 18771. & . 
vf 10-30-),6 





AA 18766 


American standards association. 

American standard specifications for 
3000-cycle flutter test film for 16-milli 
meter sound motion picture projectors. 
222 .1:3-196 ... Approved March 19, 19/6, 
by the American standards association. 
New York, c19l.6. 

sheet. 27 x 20cm. 


Perforated for insertion in a binder, 

Appl. author: ASA committee Z22. 

© 5-15-l.6; 2 ¢ 10-10-l:6; American stan 
dards associacio New York; AA 18766. 


vf 10-29-),6 





AA 18766 


American standards association. 

American standard specifications for 
3000-cycle flutter test film for 16-mill 
meter sound motion picture projectors. 
Z22.43-1946 ... Approved March 19, 

1946, by the American standards associa- 
tion. New York, c19l6. 

sheet. 27 x 20cm. 


Perforated for insertion in a binder. 
Appl. author: ASA committee Z2e2. 
© 5-15-k6; 2c 10-10-l,6; American 
standards asso ciation, New York; 
AA 18766. vf 2-19-47 





AA 40185 


Vv 





American standards association, claimant. 
-- American standard specifications for 
45-millimeter slidefilm projection rolls. 
[New York, Printed by Georgian press] 
c19h.6. 

sheet. 27 x 19 3/2cm.. (One of a 
series of American standards for photo- 


graphy (other than cinematography) 238.3. 
35-1946) 

Appl. author: ASA committee 238. 

© 9-9-l;6; 2 ¢ 11-5-463 New York; AA 


40185. , 


& afp 1-2-7 


AMERICAN STANDARDS ASSN. ©, New 

York. 

American standard specification 
for 35-millimeter sound motion 
picture release prints in 
standard 2000-foot lengths. 
Polder. © 200ct)7; 467203. 





American Standards Assn. 


AMERICAN STANDARDS ASSOCIATION. 
ELECTRICAL STANDARDS COMMITTEE, 

American standard specifications for 
weather-resistant (weatherproof ) 
wire and cable (URC type) Approved 
January 27, 1948, American Standards 
Association. [2d rev. ed.] LD-vs 


© American Standards Assn., New 
York; 10Feb8; A167)3. 


I. American Standards Assn, (1) 


Library of Congress & 


Copyright Office mds ff b 





AMERICAN STANDARDS ASSOCIATION. 
American standard spectral diffuse 
densities of thres=Somponent 
subtractive color films. A76657. 
SEE American Standards Associa=- 
tion. Committee on Photographic 
Sensitometry, PH2. 





AMERICAN STANDARDS ASSOCIATION, 
American standard television 
picture area-l6rm motion= - 
picture film, PH22.96<195),. 
Sheete Appl, authors ASA 
Committee PH22. © American 
Standards Association, inte; 





AMERICAN STANDARDS ASSOCIATION. 
American standard television 
picture areae35mm motion=picture 
film. PH22.95=195h. Sheet. 
Appl. author: ASA Committee — 
© American Standards Association, 
ince$ 270ct5l3 A162885, 





AMERICAN STANDARDS ASSOCIATION. 
American standard temperature for 
photographic processing solu- 
tions, SEE American Standards 
Association. Committee PH. 





AMERICAN STANDARDS ASSOCIATION, INCe Qs 
American standard test code for 
apparatus noise ae taal 
wle7#19500 2 
{in notice: setott an AAnB 


oC 





AMERICAN STANDARDS ASSOCIATION. 
American standard test code for 
low voltage air circuit breakers. 
SEE American Stamdards Associa- 
tion. Committeé:C37. 





AMERICAN STANDARDS ASSOCIATION. 
American standard test code for 
power circuit breakers. SEE 
American Stendards Association. 

Sectional Committee on Power 
Switchgear, O037- 





AMERICAN STANDARDS ASSOCIATION. 
American standard test code for 
step-voltage and induction-voltage 
regulators. ©5725-1919. 
© American Standards Association, 
ines; 6Peb50; AA15001),. 





ERICAN STANDARDS ASSN. ©, New 
York. 
American standard textile safety 
code. cmgeye Ss 13 Pe 
© 5Sepl7; Aa67644. 





mENcay STANDARDS ASSOCIATION, 
* 

American standard theatre sound 
test film for 55«millimeter motion 
picture sound reproducing systems. 
Z22.60+19)8,. New York, c1948. 
Sheet. 27Sepl83 AA95057+ 





AMERICAN STANDARDS ASSOCIATION, 
American standard 35mm sound 
motion=picture film usage in 
camera, SEE American Standards 
Associations Committee PH22, 





AMERICAN STANDARDS ASSOCIATION, 
American standard 35mm sound motions 
picture film usage in projector. 
SEE American Standards Assos 
ciation, Committee PH22. 





AMERICAN STANDARDS ASSOCIATION. 
American standard tolerances for 
ball and roller besrings, 
B3.5-1951. 19 p., illus. 
© American Standards Association, 
inc.; 6Jun51; Aa1899)0. 





AMERICAN STANDARDS ASSOCIATION, 
American standard tripod connections 
for American cameras 1/\<inch-20 
thread, A61883, SEE American 
Standards Association, Committee 
on Photographic Apparatus, PH3. 





AMERICAN STANDARDS ASSOCIATION, 
American standard tripod connections 
see avy-duty of European cameras 
16 thread, A8188), SEE 
Eee Standards Association. 
ona +g on Photographic Apparat- 
US» e 





AMERICAN STANDARDS ASSOCIATION. 
American standard zero point for 

focusing scales on 16=millimeter 
and S-millimeter motion picture 
cameras. PH22.7ij-1951. Revision 
of 252.51-1946. Sheet, illus. 
© on revisions; American Standards 
Association, inc., New York; 
23ul51; Aaibggil,. 





AMERICAN STANDARDS ASSOCIATIONes 
American standards for transformers, 
regulators, and reactors. 
C57e10~191:8 through 057 228-2 LB 
O57 222-2918 57 525-19 8, C5 7a2b— 
1948, C57031"1948 through 057.36= 
19:8. i ve, illus. © American 
Standards Assne, ince; 18aug)8; 
on revisionsg AA107937~« 





American standards association, claimant. 
American war standard auxiliary finder 

aperture for 35-millimeter motion picture 

cameras. egavottiag, | ahaa York, Printed 
G i sa, “2 

by Fepretey Eaoe® 


Sheet. 


(© 1+8-46; 2 c 1-25-46; New York; AA 3029. 


& MSH 2-15-46 





AA 807), 


American standards association, claimant 

American war standard base point for 
distance (focusing) scales for lenses 
for lo-millimeter motion picture cameras, 
Debian Printed by Georgian press] 
c196. 

sheet. 27 x 19 1/2cm. (Z252.51- 
19),6) 


Appl. author: ASA war committee Z52. 
© 2-28-6; 2 ¢ 3-30-16; New York; 


Aa 807). 


& vf 2-19-17 





AA 8072 


American standards association, claimant 
American war standard dimensions and 
location of direct finder aperture for 
35-millimeter motion picture cameras, 
(New York, Printed by Georgian press] 
e196. 
sheet, illus. 27 x 19 1/2ecm. 


(252. 68-19),6) 


Appl. author: ASA war committee 
© 2-8-i,6; 2 ¢ 3-30-):6; New York; 


AA 8072. 
© 





American war standard exposure time 
marking for between-the-lens shutters. 
iNew York, Printed by Georgian press] 
e196. 

sheet. 27 x 19 1/2em. (Z52.62- 
196) 


Appl. author: ASA war committee Z52. 
© 1-31-l6; 2 ¢ 3-30-16; New York; 


AA 8068. 
@ 





AA 8069 


American standards association, claimant 
American war standard leaders and 
trailers for l6-millimeter sound motion 
picture release prints made from 16-mm 
original material. [New York, 
American standards assn., c19i,5] 
folder. illus, ark 19 t/2ems 


(Z52.31-1945) 


Appl. author: ASA war committee Z5e. 
© 1-15-l.6; 2 ¢ 3-30-46; New York; 


4A 8069. 
oe 





AA 8071 


American standards association, claimant 
American war standard location and 
size of picture aperture of 16-millime- 

ter silent motion picture cameras, 
[New York, Printed by Georgian press] 
e196. 

sheet. illus. 27 x 19 1/2em. 


(Z252.48-19,6) 


Appl. author: ASA war committee 
© 2-20-16; 2 3-30-16; New York; 


tat aleds @ vf 2-19-17 





AA 8073 


American standards association, 

American war standard location and 
size of picture aperture of 16-milli- 
meter sound motion picture cameras. 
[New York, Printed by Georgian press] 
e196. 

sheet. illus. 27 x 19 1/2cm. 
(252.47-194.6) 


Appl. author: ASA war committee 252. 
© 2-20-46; 2 ¢ 3-30-16; New York; 


AA 8073. 





AA 8076 


American standards association, claimant 
American war standard method of deter 
mining performance characteristics of 
between-the-lens shutters used in still 
picture cameras, [New York, American 
standards association, c19l6] 
pamphlet (6 p.) illus. 27cm. 
(252. 63-1916) 


Appl. author: ASA war committee Z52. 
© 2-1-6; 2 ¢ 3-30-46; New York; 


AA ‘8076. 
@ vf 2-18-7 





AA 8077 7 


American standards association, 

American war standard method o 
mining performance characteristics of 
focal plane shutters used in still 
cameras. [New York, American standards 
association, ¢19l6] , 

pamphlet (8 p.) illus. 27cm. 


(252. 65=-19),6) 


Appl. author: ASA war committee Z52. 
© 2-1-6; 2 ¢ 3-30-46; New York; 


AA 8077. 
& vf 2-18-7 





AA 3031. 


American standards association, claimant. 
American war standard photographic filter 
terminology and nomenclature. Approved Octo- 
ber 5, 1945. 2Z52.61-1945. [New York,°1945] 
16 p. 27 cm. 
Pamphlet. 


(C) 10-29-45; 2 ¢ 1-25-46; New York; AA 3031. 


@ MSH 2-18-46 





AA 3032. 


American standards asso¢tiation, claimant. 

American war standard picture and sound 
synchronization marks for 35-mm and 16-mm 
sound motion picture release negatives and 
other reprint_material. 72Z52.53-1945. 
[New York, 1945] 

8 pe 2&7 cm. 

Pamphlet. 


(C) 10-15-45; 2 c¢ 1-25-46; New York; 
MSH 2-18-46 


AA 3052, 





AA 3030. 


American standards association, claimant. 
American war standard registration distance 
end lens-mounting dimensions for 35-mm motion 
picture cameras. 252.70-1945. [New York, 
Printed by Georgian press, 1945] 
27 cm. 
Sheet. 


/ 
©) 12-19-45; 2 ¢ 1-25-46; New York; AA 3030. 


& MSH 2-15-46 





American standards association, claimant 
American war standard registration 
distance and mounting dimensions for 16- 
millimeter motion picture camera lenses. 
[New York, Printed by Georgian press] 

e196. 
sheet. 27 x 19 1/2en. (Z52.50- 
19,6) 


Appl. author; ASA war committee Z52. 
© 2-20-16; 2 ¢ 3-30-16; New York; 


AA 8070. 


@ vf 2-19-7 





American standards association, claimant. 
American wear standard specifications and 
dimensions for wood poles - miscellaneous 
conifers. Appwoved November 30, 1945. 
05.7-1945. [New York, °1945] 
SG ie «Pid 9 Gs 


Pamphlet. 


(C) 12-14-45; 2 ¢ 1-25-46; New Yorks AA 3035. 


a MSH 2-18-46 





AMERICAN STANDARDS ASSOCIATION. 
Draft proposal for an ABC system 
of limits end fits. A9,616. 
SEE Americen Standards Associa-~- 
tion. Sectional Committee Bl. 





AMERICAN STANDARDS ASSOCIATION. 

The Howard Coonley medal. cAmerican 
family, factory, dome, globe, and 
similar subjects; on verso, emboss- 
ed leaf designs Metal work. 
© American Standards Assn., inc.; 
16Jun53; GU21756. 





AMERICAN STANDARDS ASSOCIATION. 
Proposed American Standard, dimen- 
sional and electrical character- 
istics of: © American Standards 
Association, inc. 


FOR CURRENT ENTRIES 


See 


UNIT B SERIAL FILE 





AMERICAN STANDARDS ASSOCIATION. 
Proposed American standard acoustical 
terminology. Z2jsls ki7 pe | 
© american Standards Assns, ince; 
8Febl:93 on revisionss AA1L07935~« 





AMERICAN STANDARDS ASSOCIATION @ 
Proposed American standard building 
code requirements for excavations 

and foundations, A56.1/20. 
3l pe © 27Dech6 (in notice: 19:7); 
4A72800. 





AMERICAN STANDARDS ASSOCIATION, 
Proposed American Standard, di~ 

mensional and electrical char-+ 

acteristics of: © American 

Standards Association, inc. 

18-watt T-8 12einch semi~circular 
fluorescent lamp. ¢78 / 
© 7Sepl93 AA138021. 

Zeewatt T-1LO l2einch circular 
fluorescent lamp. « 078.)13/ 
© 7Sepli9; AA138022, 





AMERICAN STANDARDS ASSOCIATION, 
Proposed American standard 
dimensions for amateur roll 
film, spool, and backing paper 
NOs Bog ne to American 
stand 38.1.7-1950) PHl.2la, 
first draft Oct. 195). Sheet. - 
Appl. author: ASA Committee PH1. 
© American Standards Association, 
ince; 270ct5h3 A162883. 





AMERICAN STANDARDS ASSOCIATION ©. 
Proposed American standard dimensions 
‘for intermediate and larger lantern 
slides (First draft) 238.7.18/— 

Sheet. © 3Marl7; AA384,33. 





AMERICAN STANDARDS ASSOCIATION ©. 
Proposed American standard dimensions 
for tographic trays (First draft) 
Z38.8.16/286. Sheet, illus. 
© 17Pebl7; Aaz8h32. 





AMERICAN STANDARDS ASSOCIATION ©, 
Proposed American standard for dim= 
ensional and electrical charactere 
istics of 32-watt T-10 12-inch 
circular fluorescent lamp. 
078.413/132. Sheet, diagr. © 6peck7 
(in notice: 1946) AA71855. 





AMERICAN STANDARDS ASSOCIATION ©. 
Proposed American standard for 
photographic exposure meters (Photo- 
electric type) 238.2.6/235. 21 p., 
Giagr. © 15Nov6; AA71853. 





AMERICAN STANDARDS ASSOCIATION ©. 
Proposed American standard for photo« 
graphic laboratory timers (Pirst 
draft) 238.8.10 Sheet. 


© 3Wark7; Aa5843). 





AMERICAN STANDARDS ASSOCIATION. 
Proposed American standard for rayon 
fabrics and test methods for rayon 
fabrics, 122/10. 160 p. 
& American Standards Association, 
inc., New Yorks; 22Jun50; Aaa168793. 





AMERICAN STANDARDS ASSOCIATION. 
Proposed American standard for rayon 
fabrics and test methods for rayon 
fabrics. 422/167, June 15, 1951. 
180 p. ©American Standards 
Association, inc., New York; 
25Jun51; AA189955. 





ANERICAN STANDARDS ASSOCIATION. 
Proposed American standard letter 
symbols for aeronautics and aero= 
dynamics. Z10.7. 12 pe © Ameri-~- 
can Standards Assn., inc., New 
York; 23PFeb9; AA110617. 





AA 3033. 


American standards association, claimant. 
Proposed American standard method for 
determining resolving power of lenses for 
projectors for 35-mm slidefilm and 2- x 
2-inch slides. 238.7.16. [New York, ©1945] 
iA... 226, Cit. 
Sheet. 


©) 8-22-45; 2 c 1-25-46; New York; AA 3033. 


& MSH 2-18-46 





AMERICAN STANDARDS ASSOCIATION. 
Proposed American standard methods 
of measurement of fluorescent lamp 
ballasts. C&2.2. 9 p., illus. 
© american Standards Association, 
inc.e; 12Jdun50; AAl68783. 





AMERICAN STANDARDS ASSOCIATION ©. 
Proposed American standard nomen- 
clature for glass bulbs intended 
for use with electron tubes and 
electric lam 


diagrs. © ibpeché, ; erst he 


9 Pes 





American standards association, claimant 
Proposed American standard practice 
for photographic processing manipulation 
of paper. [New York, American stan- 
dards association, cl196] : 

pamphlet (11 ps) 27em. (238.8.6) 


Appl. author: ASA committee 238. 
© 1-21-)6; 2 ¢ 3-30-16; New York; 
AA 8078. : 
vf 2-18-),7 





AMERICAN STANDARDS ASSOCIATION. 
Proposed American standard specifi«- 
cation for fluorescent lamp 
ballasts. C82.1. 7 pe © American 
Standards Association, ince} 
263u150; AA168792. 





AMERICAN STANDARDS ASSOCIATION. 
Proposed American standard specifi-«- 
cation for fluorescent lamp 
reference ballasts. CcC82.3. 
6 pe, illus. © American Standards 
Association, ince; 12Jun50; 
&A168785. 





AMERICAN STANDARDS aSsocraTion ©. 
Proposed American standards for 
transformers, regulators, and re- 
actors (Revisions of ey 
C57-2-1942, 057.35-19h2 ° 
130 p., illus. 31Jan7; 
aazeh3?. 





AMERICAN STANDARDS ASSOCIATION C, 

Proposed revision of American stan- 
Gard wire rope for mines, M11-1927 
(prepared by Wire Rope and Strand 
Manufacturers Association and sub- 
mitted to ASA in July, 193) 
M11.1/1. Jan. 2, 1947. New York, 
©19k7. 39 pe, tables. © 2Jan\7; 
AA764.96 





American Standards Association. 


AMERICAN STANDARDS ASSOCIATION, 
SECTIONAL COMMITTEE ON ACOUSTICS, 
aa pte AND MECHANICAL SHOCK, 
Ze4. 

The relations of hearing loss to 
noise exposure; a report by ex- 


ploratory Subcommittee Z24-x-2 of 
the American Standards Association 
Z24 Sectional Committee on 
Acoustics, Vibration, and Mechani- 
cal Shock. Acoustical Society of 


A129470, (Cont'd, next cd.) 
Library of Congress 14 
Copyright Office 





AMERICAN STANDARDS ASSOCIATION. 
SECTIONAL COMMITTEE ON ACOUSTICS, 
— AND MECHANICAL SHOCK, 
Ze4. 

The relations of hearing loss to 
noise exposure. Card 2. 


America, sponsor, 64 p, 
© American Standards Association, 
ine.; 29Jan54; A129470. 


I. American Standards Association, 


Library of Congress eS 
Copyright Office 1A 





American Standards Association. 


AMERICAN WELDING SOCIETY. COM- 

MITTEE ON SYMBOLS. 

Standard welding symbols and rules for 
their use, approved by Board of Direc- 
tors, November 18, 1947. Recommended 
to American Standards Association for 
adoption as a revision to American stand- 
ard Z32.1-1942, A2. 0-47. 67 p. 
© American Welding Society, New York; 
22Dec47; A30842, 


I. American Standards Association, 


Library of Congress (C ont, on next card) 
Copyright Office e VISED 
br/mg 





AMERICAN WELDING SOCIETY. COM- 
MITTEE ON SYMBOLS. 


Standard welding symbols «a» (Card 2) 
Il. American Welding Society. 


Library of Congress 
Copyright Office J 





American standards association. 


National electrical manufacturers association. 

... Standards for vulcanized fibre. Approved as American 
standard, December 12, 1945, American standards association. 
New York, N. Y., National electrical manufacturers association 


1946 
C J 

12p. 264x20™. (Jts Pubjlication, no. 46-111, Feb. 1946) 

At head of title: ASA C59.20-1945. 

“This revised edition supersedes NEMA publication no. 43-87 ... 
These standards have been developed by the Vulcanized fibre section ... 
They subsequently were submitted to Sectional committee C59, Electrical 
insulating materials, operating under the procedure of the American 
standards association.”—Foreword. 

1. Electric insulators and insulation. 2. Fibers. 1. American stand- 
ards association. 11. Title: Vulcanized fibre. 


(over) 46-17504 
Library of Congress & TK8441.V85N3 1946 


(2) 621.31937 





© 3-18-h6; 2c h-19-.6; New York; 
AA 102213; new matter: imprint & introduc- 
tion. 





AMERICAN STANDARDS ASSOCIATION. 

The Standards medal. cTwo medallions 
with symbolic designs on each; 
plaques Metal and wood work. 
© American Standards Assn., inc.; 
18Jun53; GU21757. 





